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•;ne of the most interest tag medical documents to be salvaged from the 
destructivenesT of ">. f orld Var II fallowing VJ-Day r . "is the official journal 
of the United Jtfit^s «mdX Hospital, C;^acao f covering; the period of 

g Eovettber 194X Ml 9 t%$ 3 ?4, : ' 

The journal t&*fl J"*pt X' 4«£S*iti -.fleer of the 2fe#j and was exam- 
ined an J. initialed d*-.;.iy by . . :-c-o:t:-ve officer, and natty ^proved by 
the i-edlcal i fiicer Conxia^i,. 5J in St>bart u, SaVl^ KG, UUIU Through 
3^ years of ii.r>rieon ient In Uilla^ines >^r:iosa £«^s00 and Manchuria, 
Cap^aifl Davis protected this \nii.a..e x-nor - n d since- liberation pjid re- 
patric ian fera returned it tc aw? £es au archives-. 

ti-' s Ctg&g&o hospital t,*r*e uoved to ;Iani?a ^J.b^rf the bombing 
of Cavltc raid iian*:ley Point In ll' Vl, ths la >t dir-^ive of the 

iiedic^l officer in GbaaignA, received £?m Jbt^rS* koome%% en Christmas 
iJay, was "to maintain a hospital III tke M$t$lfi Area' 1 , r -hls directive was 
faithfully car civ: out, AU-uoo^h the emit inU-^ i iy v-he Japanese 
military author!", en on 2 January 194';, r&uS l$.ii^tjt(i« ; f &n 53 tS&y if«Sj a 
nucleus was prps.2 ,cd to continue in the & cf r . . a> c:;~av patients; smd 
the entire un5.t M 3 ■••econatituT,ed within t I i-s.i.1 3 o t 3ilibid Prison on 
30 I-^y 194? P undo? the supervision of Qp^n^i^J | S> *Un ; )'.G V USN fc as 
Senior Medical Office** 

Alt hou;-h interned as prisoners of the ^;.mese v the members of this 
imlt 3tlil considered themselves in a -sort inning capacity as a p:\rt of the 
U*S*Uaval Hospital,, Canacao, 1M. The;- never relaxed their "duty status' 1 
through all the yearn of their internment* Thi3 is graphically portrayed 
by two entries which day after day were made in this jourril by those who 
functioned as Medical ^f.'icer of the Day; "Assumed the duties of the 
Officer of th^ ^ y ] $M -Dity completed* Relieved by m d 

The stead ir. 6 i«i $ rxift f-si these Havy medical and dental officers* 
nurses and hocpJ; -..<. le.ff-^an ^Tvi*A ont tire spirit of their last directive 
will prov^ to e an 3 n^pii -tier ".-Vu* ^ajh the years to ccrne,, net only to the 
medical person -tl p£ the UaT?t ^it to the ^ectiaal profession as ^..wholec 
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ARCHIVIST 'S HUTS: 

The "Canacao Journal" has been transcribed for multiple distribution 
for several reasons: Its intrinsic value as an original legal document requires 
that it be protected from mutilation or loss through too much handling. Its 
contents will be referred to repeatedly in the years to come, in adjusting the 
records and estates of the persons whose names are mentioned** Copies are needed 
not only by various divisions of the Bureau of Medicine rnd Surgery, but also 
by other bureaus and offices of the Wavy Department© 

By circulation of bona fide copies of the text, any subject matter can be 
easily located, and any reouired certified transcripts or photocopies of portions 
of the text can be more readily procured* 1 

All textxial matter cf the Journal is accurately transcribed v/ith an absolute 
minimum of discrepancy, as show, by a careful back-reading of the stencils© Form 
of entry, spelling, capitalization, abbreviation, punctuation, and textual pecul- 
iarities have been preserved throughout*, Some uniformity was attempted in shoving 
signatures of officers, approval signatures, and the presentation of the daily 
census* but uniformity was not maintained at the expense of spelling, abbreviation, 
punctuation^ etco In order to preserve the original nature of the record, editorial 
note3 and bracketed matter have been kept at a minimum*, 

l*o r convenience of reference the index of names has been placed in the be- 
ginning instead of at the end of the Journal. Page numbers in this index refer to 
the original journal pages as shovn throughoiit the text, rJid not to the serial 
pages of the transcript c 

Three related documents have been added as annexed matters The text of the 
Commanding Officer's radio broadcast from Manila, March 5, 1942; an inventory of 
Canacao records which viere seised jy the Japanese* on liny 9, 1942? and Captain 
Davis 1 s official report t- the Secretary of the Navy, dated Kov c 16 p 1945 0 

Besides 25 copies of this record processed for official distribution, personal 
carles have been reserved for those vnirvivor-of fleers of the lledioal. Dental and 
Hospital Corps through v/hone heroism,, efforts and perseverence thin priceless 
record was maintained and preserved* 
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J OURHAl 
0.? THE 
MEDICAL DEPJLBTMEHT 
U.S.S. • B H a Val Hospital, C.onacao f I" 

JUDICAL OFFICEKS; 
'\..._.,uin Ho&cDav*-. (MC) USD Co~inandine K 
' Captain L«J oHobe^ta (MC) USN Executive Officer" 
"Condro LoB„Sartin (MC) U 3 W Chief of Medicine" 
"LtComdreT.HoIIayes (MC) U S K Chief of Surgery" 



PKOH "Novo 5, 1941" , 192 , TO "May 9, 1942" „ 192 

V 

"The period from Jan 2 9 1942 to the latter date was spent 
under Japanese custody but with Haval Hospital acr£an5 zation" 



NOTjSs 

The Journal was kept on an obsolete Medical Department book form known 
as the "Journal of the Medical department" e The last issue of this form was 
dated for the 1920 decade* The official form is shown above,, The longhand 
inserts, ©11 of which are ia the han$-iting of Captain VagXp except the first 
one, are shown (« ») quotes* " 

«iTjsl^irdC0N f Archivist 
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Vernon, J.F. PhMlc p 1 
Vise, V.G. PhH3o p 19e 
Farias, To SC2c p 216 
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Whitney, K.F. LtComdr USN p 174 
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Wade, T.Wo t PhlELe p 215 



Eone 
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^JSfOTJSs The foregoing Index ie fairly complete 

as far as the index of namea is concerned,, 
In using it however, the following short- 
comings should be born in Binds 

1. There is no jmbJepfc index. 

2. The nans index Is comprehensive bat 
not complete. 

3. The name index does not cover the officers 
who kept the Journal; i.e., references are 
not to vatohp-standers or signatures, bat 
to noses that appear in the text. 

4. The index itself is not alphabetical, bat 
chronological. 

5. Many navies appear twojr 
index itself. 
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Wednesday, 5 So-renber 1941 

1000 AiioMd the deck a* Officer of the Day* 
Fir* drUl in Zona #6. Sacured at 1003&. 

1100 Joyner, H.C., HAle (Staff) to Executive Officer* e Maet. Avarded Cenmaadlf* 
Officers Meet at 1080. At Conmnndiag Of ft oar* a Meat ha was asasded a 
Summary CourV-Martlal and placed on Pal sonar at Lars* List 

1230 General asss inspeetedj satisfactory. 

1236 Glover, H.P, PaM3o (Staff) detached and tranef erred to U.S. natal Dispensary 
Bfi*y Tard, Oavlte, P.I. for duty. 

1400 ?ap*oott, D.2., FhH3o reported to hospital for dnty fron USS Lenglsy. 

1410 Susunary Court Martial published la ease ef Sulllvea * .B., Seals, leatenoed 
to he ocarina d for one «oath and to less tvanty-eerea dollars per nenth 
ef his pa/ for tvo souths. Mads PAL pending during execution of sentence, 

1600 Hospital buildings and grounds inspected. 

1530 Hospital firs poop reported tested and In good condition. 

1730 General aess inspected; satisfactory. 

1900 Sick sail en ell vajrds end SOq 

2050 Night crew watered* All fit for duty. 

3200 Late roande. Hospital eeaurso 

« 

Tfaure&ay, 6 Boreaber 1941 

0610 Baby girl horn to Mrs. C»B«3Lack in Dependents Ward - sifs of 11c (Ret). 
0700 General ness lnspeeted; satisfactory* 
0800 Sioh call hy Staff. 

Pan* 2 

Ceases Last Report 230 Aheeatees 0 

AdsAtted 2 PAL 4 

Dleeharged . I Brig 0 

Reaalnlng 236 Leekuard 3 
1000 Doty completed. Relieved hy Lt. J.Da*oo»e (MC) USB. 

J.M.PICC I0CHI, 
Lieut (Jg) MC USB,, 



Tharedogr, 6 Bbvonbcr* 1941 

1000 Aeenaed the duty an Officer of the D^y. 
1130 General asss inspected,. Satlefaotory. 

1130 Staff nedlcel conference. Case proeantea V Lieut, Cendr. CL.tfelch, 
(MC) USHR. 



(Slgaed) 

APPROVED: 

(Sigatd) R.G.BATIS 

Captain (MC), U.S,Be:- 
Co*;aanding. ; 1 ' 1 
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1500 Hospital buildings and grounds inspected. 

1530 Hospital fire pump reported tested and In good condition. 

1750 General mess inspected* Satisfactory . 

1800 Evening side call on all wards and SOcj 

2100 Night crew metered. All fit for duty. 

2300 Late rounds. Hospital s*cure 0 

Friday, 7 Hot ember 1941 . 



0700 General mess Inspected. Satisfactory. 
0800 Sick call by staff. 

Census Last report 236 Absentees 0 

Admitted 6 P.A.Lo 4 

Discharged 1 Brig 0 

Remaining 241 Loctamrd 3 
0925 Clark, J.K, BM2c, USH, placed on serious list - Diagnosis i Pneufionla 6 lobar „ 
1000 Duty Completed. BelleTed by Lieut. (jg) E.F.Ritter, Jr. (HC) USH, 

(Signed) Jo D. B00IE 

Lieut o (MC) USH 

APPROVEDs 

(Signed) B*GoDAYX3 

Captain (MC), U.S.Havy 
Conraanding. UR 

Friday 7 Hore»ber 1941 

1000 Assumed the duty as Officer of the Day 

1100 Lieut, (jg) W.R.Lowndee USH discharged to dnty U.S,S.Pope. 
1140 Coamanding Officer inspect ' n completed. 

1155 Lieut. Condr. C.C.tfelch (MC) USH departed on 5 days leare. Addreee* 

Oaap John- Bagulo* Mt. Proriace, P.I. 
Bote General Kess inspected at 1130. Satlsfactoxy. 
1500 Buildix^s and grounds Inspected. 

1500 Lieut . Ximt Sqgesett R~M, USKR Admitted to hospital. Diag* Fever, cause 
undetermined. 

(Frl, 11-7-41) flag. 4 

1530 Fire pump tested; in good working order* 

1730 General mess Inspected. Satisfactory. 

1900 Evening side call. 

2100 Hight crew flustered. All fit -or duty. 

2200 Final Bounds . Hospital secure. 
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Saturday 8 November 1941 

0500 M.R.Harrington, Burse USH departed cm two days Leave 0 Address? Camp 

John Bagnio* Mt. Province, Polo 

0730 General mess inspected * Satisfactory* 
0800 Sick call by staff o 

Census Last Report 241 Absentees 0 

Admitted 5 P.A.L. 4 

Discharged 2B Brig 0 
Remaining 221 Lock ward 3 
1000 Duty completed. Relieved by Li eat o (jg) H.B.Orenstein, MC-(V)G USNR 

(Signed) Eo HITTER, Jr 

Lieuto (Jg) (MC) UnSoNp 

APPROVED; 

(Signed) RoGo DAVIS 

Captain (MC), U.S.Na*y 
Commanding o 



Saturday 8 November 1941 



1000 Assumed the duty ae officer of the day 

1000 tfadley, EoD. PhM3c wae discharged from the lockvard to duty* 

1030 Wheeler. X*R. Hneign USN was admitted to SOft. Diagnosis: Catarrhal Fever 
Acute. 

1200 General mees inspectedo Satisfactory. 

1200 Maris, 0.2, Lt(j.g.)USN was admitted to Dependents* Ward Diagnosis: 

Fracture rt clavicle. 

1400 Greenwood, G«H. Lt(j.g.)C«£,C, USH was treated for a sprained right ankle. 

1500 Buildings and grounds inspected 

1580 7irepump reported tested and in good condition. 

1730 General mess inspectedo Satisfactory 

1800 Evening sick call in all wards and S0q. 

2100 Fight crew mustered. All fit for duty 

2230 Late rounds. Hospital secure 

Sunday 9 Bovember 1941 

Bote Garris 9 £,A* Pfc USMC, Erly, O.C, Pfc USKC were A.W*0oLo from 2300 to 0030. 

Examined and found no** to be Intoxicated. Hade P.A.L* 
Bote Gunn, G Msmthlc USB was A-W.O.L. from 1000 to 0415. Examined and found not 

to be intoxicated. Mrule P.A.L- 
0730 General Mess inspectedo Satisfactory 
0800 Sick Call by staff. 

Census Last Report 221 Absentees 0 
Admitted 9 PoA-L. 7 

Discharged 1 Brig 0 
Remaining 229 lockvard 2 
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1000 »\ty completed. Reliered by Lieut (jog.) H.S.Hirdol MC, USNE 

(Signed) HAROLD B, OHEHSTHIN 

Lieut(j.g.)MC § USHR 

APPROVED: 

(Signed) RoGoMTIS 

Captain (MC), US.N a *y 
Corar^ndlng. 

Hhbl2 

Sunday 9 Norenbsr 1941 

1000 Assumed the duty aa Officer of the Day. 
1130 General ness Inspected. Satisfactory. 

1300 Marshall* W«R«, CTH t USHo reported In from 10 days lsgre. 

1600 Buildings and grounds Inspected. 

1530 Firs puap* reported tested & In good condition. 

1700 General aess Inspected. Satisfactory. 

1800 Kvsnlng tide call t all wards & S.0.q o 

2100 Kite crew anstsred. All fit for duty. 

2300 Harrington, MoR., H.H.C., Staff , reported in fro* 2 days leave. 
2230 Late rounds « Hospital s scars. 

HOTE: Cxus, Joss, MEQ.C 7.R. f actives brought In by private ambulance c gunshot 
wound, Sight lover extremity c 

Monday 10 Hovember 1941 

0700 General asss Inspscted. Satisfactory . 

0712 Schwenneker, Mark Levis, Flo. USH # diagnosis: Meningitis, Tuberculous ; 

expired 0 0712, on Isolation Ward. Secry. Havy notified by despatch. 
0800 Dnrls, R.G. Capt. MO- USK f left reservation for Manila on official business, 
0800 Welch, C.C., X*t* Coadr. KC- USH reported In froa 5 day* leave. 
0800 Hart well, C.V. PhM3c«, Staff, returned to station for duty froa Sound 

Motion Plcturs School ,/fl a vy Yard, Cavite, P. I, /Pj 



(Sun, 11-9-41) Pace 8 

Bote: Sweeney, E. (n), T2c patient ward "B" Diagnosis: Hernia, Inguinal, 

Indirect, right, declared A.O.L. u 0800. 

Rote: Sweeney, B. (n). T2c patient ward *D M A.O.L. froa 0800 to 0826. Charges 

cancelled per orders of Executive Officer. 

0900 Autopsy performed on the reaalns oftSchvenneker, M.L., lie USM. 

1000 Duty coapletsd. Relieved by I.N.LaTlotolrs, Lieut. MC. USNE 

Caneus; Last Report 229 Absentees 0 

Adsdttsd 6 P.A.L. 7 

Discharged 1 Brig 0 

Rsmalnlng 234 Lock ward 2 

(Signed) H.S.MIBJPGL, 

APPBOYKD: Lieut >{ K \z) HC~USNR 

0 igned) R«G.DAVIS 

Captain (MC), U.S.Havjr 
Conmandlngo LJR 
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Monday, 10 November, 1941 
1000 Assumed the duty as Officer of the Day. 

1030 Marshall, tfJL, CTM f Ward D t checked out on ten days leave. 
1120 The below named men appeared at Executive Officer's Mast: 

JSrler, 0*0*. Pfc f USMC - Ward Co 

Garris,j5.A., Pfc, USMC - Ward C. 

Gunn, Ec t Msmthlc, USN - Ward C. 
Awarded Commanding Officer's mast. 
1130 General mess inspected* Found satisfactory 
1220 Commanding Officer returned to reservation from Manila* 
1300 0 f Haver, Goldin A. t 1T T C left for Bagulo on ten days leave. 
1335 Remains of Schwenneker, Marie Lewis, Flc, taken to Army morgue via 680 boat* 
1500 Hospital buildings and grounds inspect ede 
1530 Hospital fire pump tested and reported In good condition* 
1730 General mess inspected* Found satisfactory* 
1800 Evening sick call on all wards and S.CCio 

2100 Sight crew mustered. All present fit for duty. Tise, W.C.* HAlc and 

Jay, J. P.. PhM3c absent at muster. Declared A.0.L* 
2130 ?ise, W.C. t HAlo and Jay, JoPo, PhMSo reported for duty* Examined by 0,D* 

and found not Intoxicated. Placed on report and made PcA.L* 
2200 Late rounds. Hospital secureo 

lots Summary Court Martial met in the case of Joyner, H*C, HAlc at 1000 this 
date. Adjourned by order of senior member Lt.Comdr. R.A.Berry, DC, at 1025 
this date. 

Pago 10 



Tuesday, 11 November, 1941 

0550 Coanrnding Officer, Executive Officer and Lt.Comdr. To H.Hayes left for 
Mariveles. 

0630 Otto* JoL», Gunner* discharged to duty from SoOo-q* 
0700 General Mess inspected. Found satisfactory. 
0800 Sick call by staff. 

Census Last report 234 Absentees 0 

Admitted 13 F°A.L. 9 

Discharged 5 Brig 0 

Remaining 242 Lockward 2 
1000 Duty completed. Relieved by Lieut J .R» George MC-VJSH 

(Signed) lo Ho LA YICT0IHB 

Lieut , MC - USNRc 

APPROTED* 

(Signed) R.G.DATIS 

Captain (MC), UoS.Havy. 
Commanding. M.F»S„ 
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Tuesday, 11 November 1941 • 
1000 Assumed the duty a a Officer of Day. 

1030 Hartvell, C«Yo FhM3c (Staff) admitted to Wd« Co Diagnosis undo (Gaetro** 

enteritis acute) o 
1130 Gen nd mesa inspected* Satisfactory 0 
1S30 Hospital buildings and grounds Inspected© 
1530 Hospital fire pomp reported In good condltlono 
1730 General mess impacted* Satisfactory • 
1800 B'/enlng tick call all warda and S„0 o ty, 

1900 Commanding Off leer 0 Executive* Officer and LtoComdr T,H*Hayea(MC)USN 

returned from official trip to Marlveleso 
3100 Sight crew metered* All fit for duty* 
230C Late roondao Hoepltal eecuree 

Wednesday, 12 November,) 1941 o 



07CO General meaa inspect edo Satisfactory o 

OflOO Sick call by etaff 

Census Last report 242 Abeenteee 0 

Admitted 4 P«A*L* 9 

Discharged 1 Brig 0 

Remaining 243 Lock ward 2 

1000 Duty completedc Relieved by Lt.M.E Bohdebeeh (MC) USN 

(Signed) JACK Ro 0SQK1 

Lt (HC) USJ 

APPROVED 2 

(3lgned) RoGaDAYXS 



Captain (MC), UoS.Navy 
Commanding o LJR 



Wednesday 12 November 1941 



1000 Assumed the duty ae Officer of the Day 
Fire drill In Zone Ho Secured at 1003. 
1020 Executive Officer's Hast in the caee of s 

Tlse t V.C. UAlc - Awarded CO, Mast 

Jay, J.Fo PJlMSc - Awarded CO.Mast 
1130 Commanding Office* 1 e Maet in the caee of: 

Vise. VUC« HAlo and Jay B JoPo PhH3c fl each awarded 10 hours 

extra duty* 

1140 Commanding Officer *e Mast in the caee of: 

Gunn, B. MSlc, Brier, 0*0* Pfc« and Garrie, BoA* Pfc* *aeh 

awarded Deck Court » 
1140 General mese inspected - found satisfactory 

1445 0bst f T.J. CiTiii, T>lat ris; Append! dtle, Acnte B Admitted for 
human'! tarls~ ^aeo: r by o * of the Executive Officsr* 
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1500 Hospital buildings and grounds Inspected. 

Clark, J.M. BM2c USN„ Diagnosis: Pneumonia,, Lobar removed from the 
seriously 111 list. Ilanantan, Oregori* Mattde USN, Diagnosis s Pneumonia* 
Lobar placed on the seriously ill llsto 

1530 Tire piinp tested and reported in good condition,, 

1730 General mess inspected - found satisfactory 

1800 Evening sick call on all wards and S.o.q,. 

2100 Night crew metered - fill fit for dutyo 

2300 Late rounds - Hospital secure » 

Thursday 13 November 1941 
0700 General mess inspected - found satisfactory 

0715 Rapp, F.C. HAlc (staff) Admitted to Ward n C" Doll. (Enteritis, acute) 
0800 Sick call by Staff o 

Census Last report 245 Absentees 0 

Admitted 13 P.A.L. 7 

Discharged 0 Brig 0 
Remaining 258 Loekvnrd 2 
1000 Duty completed. Relieved Hy Lto(jg«) D.C.Turnipseed (M-G.) U S Navy. 

(Signed) MtEoHOHDSBOSB 

Lt (jg) (MC) U S Navy. 

APPROVED: 

(Signed) RoO.DAVIS 

Captain (MC). U^S^Vavy 
Commanding . UR 

Thursday, 13 November 1941. 
1000 Assumed the duty as officer of the Day. 

1000 Draff, Samel, VAP. f placed on the seriously ill llsto diagnosis - 
Sarcoma left heel with metastasis to lungs. 

1130 General mess inspected. Satisfactory, 

1500 Hospital building* r*nd grounds inspected* working 

1530 Hospital fire pucp : rrted tested and in good/condition 

1730 General mess ?~-?pe*- - Satisfactory. 

1000 Bvanlng sick ^ c 1 wards and S.O.ci, 

2100 Night crew mi: x dc 1 fit for & ty. 

2230 Lato rounds. Hospital "3ir*. 

Ixldayj X4 November l f 

0430 Ojodr. Easting U.S.N* given emexgenty t. tment for pain in left 

rcrotum. Allowed to return to his qur.it er Referred to Tard Dispensary 
for further ckeck. 

0700 General mess inspected . Satisfactory. 



1£J 
(Frl. 11-14-41) 
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0745 Captain L.J .Roberta M.C left on official inspection trip. 
0600 Sick call by staff. 

0800 Ensign Kenneth Ray Wheeler (SC) U.S.N, discharged to duty from S.C.Q. 
Census Last Report 258 Absentees 0 

Admitted 8 P.A.L. • 7 

Discharged 4 Brig 0 

Remaining 362 Lockvard 2 
0940 Special audit k of the post office was held, by Lt. Coradr. Berry, for the 
purpose of turning over to the custodial officer. Was found to be correct. 



Friday, 14 November 1941 
1000 Duty Completed. Relieved by Lt.(jg) W.V.Ayrss HC. U.S.N. 



£aeiJLfi 



(Signed) 



APPROVED; 



DoC.TURNIPSESD 
Lt(jg) MC. U.S. N« 



(Signed) R.0.DATIS 

Captain (MC), U.S. Navy 
Commanding. LJR 

Friday 14 November 1941 

1000 Assumed duty as O.O.D. 

Commanding Officer's Inspection, 
1010 Ensign J ..L.Grayson USSR, admit t*<l to S.O.q. Diagnosis; Ganglion, Tendon 

Sheath. 

1045 Deck Court met in the cases of e« an, R.E. MSmthic, Oarrls, E.A. Pvt USMC, 

Erler, O.C. Pvt. USMC 
1130 General mess Inspected, satisfactory 

1300 Deck Court Sentences In the act ee of Ouun, R.E., Garris, E.A. and Erler „ 

O.C. published o 
1500 Inspection of Hospital grounds and buildings. 
1530 Fire pump Inspected, in good working order. 



Friday 14 November lS^l 

Note? The Commandant of the 16th Naval District, Rear Admiral F.tt.Rockvell USN 

called on the Commanding Officer at 1610. 

1730 General mess Inspected, satisfactory. 

1746 Evening sick call. 

1645 Bermlngham, J.M. Lt. USN admitted to S.O.q. Diagnoeis: Tonsillitis, chronic 

3050 Night Corpemen mustered all fit for duty. 

3300 Late round? , Hospital secure. 
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Saturday 15 November 1941 
0700 General mess inspected, satisfactory*, 

Note; Slaughter, GL« MM2c USN (patient) was AWOL from 2130 11-14-41 to 0400 
1L-15-41 a period of six hours and thirty rolnuteso He vaa made a P.A.L. 
Beltgen, BcW* BHlc USN (patient) was A*W*0»L» from 0030 to 0320 a period 
of two hours and fifty minutes 0 He was found to toe under the 

Influence of intoxicating liquor and incapacitated for the proper per- 
formance of duty* He was made a P.A.L. 

Saturday 15 November 1941 
Bote: Brethold, C.Eo Sealc USN (patient) was AWOL from 2130 11-14-41 to 0745 

ll~15-4i a period of of ten hours and fifteen mimutee he was made a P*A»L Q 
Note; The above named men appeared before Executive Officer*© Mast at 0830 , and 

were awarded a Commanding Officer 1 s Masto 

They appeared before the Commanding Officer 1 s Hast at 0845 end were 
awarded Deck Court e. 
0600 Sick call by staff . 

Census Last report 262 Absent see 0 

Admitted 9 PAL 4 

Discharged 28 Brig 0 

Remaining 243 Lockvard 2 
Notes Venereal Inspection held on Socks and Mess-Attendante. No disease or 

other infectious diseases noted by Ltc J.R.George MC USH 
1000 Duty completed, relieved by Lt(jg) J*M.PicoTochi f HC USN 

(Signed) Wo tf. ATHBS 

Lt ( jg) MC USN 

APPBQTBDs 

(Signed) BoOoDATIS f 

Captain (MC) a U.S.Navy 
Commanding c ZJB 

Saturday 15 November 1941 
1000 Assumed toe duty as Officer of the Day 

1050 Wadley, E,D., PhM3c (Staff) , absent from post from 0300 to 1015, placed 
on report by Division Officer. At Executive Officer 1 s Mast he was awarded 
Commanding Officer 1 s Mast, then 5 houre extra duty. He was examined and 
found not Intoxicated* blood alcohol negative o 

1200 Genial mess Inspected; Satisfactory* 

1500 Hospital buildings and grounds inspect edo 

1530 Hospital fire pump reported tested and In good condition 

1745 Bve^lng sick call on all wards aad S0$„ 

1?30 General mess inspected; satisfactory o 

2050 Nip) t orew mustered. All fit for duty* 

2200 Lat* rounds. Hospital seaore. 



4 1 1 J 

700 

\ '530 

1730 
I trtn 
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{tet| 11^15^41) EfigeAS (cont) 

r te T^ 0 below named p^tlaats were placed on report and made PAL 
Gunn, Ro 8 BMlc Dieg (Daodc ulcer) 

1- Disobedience of orders « 

2- Alcoholic Intoxio&tion- blood alcohol- 0*8 iqgo/cc blood* 
£rler, 0<,C* Pfc»Diago Gastroenteritis, aci\te 

1- Disobedience of orders o 

2- Possession of vhiskey on Wd. Co 

3*» Alcoholic Intoxication- blood alcohol- 0*6 qgo/cc blood. 

Sunday 16 November 1941 

0700 Oen -:/il nets inspected; satisfactory-. 
0800 Sid call by staff* 

Census Last Report 343 Absentees 0 

Admitted ? PAL 7 

Discharged 3 Brig 0 

Remaining 247 Lockvard 2 
0900 ^ B«K* f PhM3o (Staff) placed on report by Lt Condr ToHoHayes (MC) 

: r disobedience of orders 0 
1000 :ty cowple^edo Relieved by Lte J*D„Boone e MC USN 

(Signed) JaMoPICClOGH: v 

Lieut(jg) MC USH 

APPROVKDs 

(Signed) R*G*DATI5 g 

Captain <MC) UoS.Navy 
Commanding© UR 

Sunday t 16 Hoveaber, 1941 

100 / Assumed the duty as Officer of the Day 

1? I General mess inspected * Satisfactory . 

IV) j Perry. E.J* t Hach, USH fc dischax^ed to duty* 

0 Hospital buildings and grounds Inspect ed* 

Hospital firs pomp reported tested and in good condition 

1730 General sees inspected* Satisfactory* 

1800 Evening sick call on all wards and S«0«Qo 

PflfflLjSO 

Sunday, 16 November, 1941 (Cont'd) 



2000 JSrler, 0«C» Pfc, U5MC e P.AoL* absent from ward after having bun ordered 

restricted to ward by Ward Medical Officer* 
3020 Erler, 0<,C* Pfc, USHC examined and f Dund not intoxicated* Goz^ned to 

lookvard by orfer of the Executive Officer* 
2045 Bight crew nusleredo All fit for d\£;r» 

Bote The renins of tflllgoss, Max Stanley (X^ 9 USSR burled In the t *acao 

Ceaetexy at 11( 0 this date© 
2300 Lat5 rounds H-jspita?> secure* 
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Monday, 17 XoTember, 1041 



070O General »e*t inspected. Satisfactory. 
0000 Sick call by Staff. 

V^ug; Last Report 347 Absent eat 0 

Admitted 3 P.A..L. 7 

Discharged 2 Brig 0 

Remaining 249 Lockwarf 3 

1000 Dnty completed. Relieved V Lieut, (jg) B.F.Hi tter, (MC) USX 

(Signed) J. D. BOOHS, 

Lieut. (MC) USX. 

APPROVED: 

( Signed) E.G. DAVIS, 

Captain (MC) , U.S.Hawy 
Commanding. UK 
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Monday 17 November 1941 
1000 Assumed the duty a« Officer of tha Day. 

1005 Deck Court Martial* convened In tha caaa of the balov named mb 

Blltgex, B. tm BKlo USX 

Brethold, C. W. Slo USN 

Slaughter, C. 1. Jr MM2c USX 
1300 Commanding Officer* a Maet hald in tha cat* of: Gonn, B., MSnthlo USX 
1300 General mess Inspeoted. Satisfactory, 

1230 Kelly, S.w„, PhM2c USX was examined and found phyalcally unfit for tha 

perforaanc* of hla dutlee by raaaon of Acuta Alcoholism. Relieved of all 

duties and made P,A.L. 
1420 Kjera, A,?., Pvt. USMC was admitted from the Njrral Prison, Cavite, P. I., 

(from confinement). Diagnosis: #2122. D.U.(Ulder, Daodeuum) 
1430 Deck Court Martial Sentences were pnbllehed in tha case of the following 

named men: Biltgan, B. {/» BMlc USX 

Slaughter, C. L., Jr., MM2e USX 
Brethold, C.E., Ssalc USX 
1500 The below named man were confined in the brig by order of tha Commanding 

Officer and in accordance with Deck Court Martial Sentences: Slaughter, 

C.L., Jr., KM3c USi7 Brethold, C.3., Sealc USX 
1530 Fire pump tested, and found to be good working order. 

Pae»-22 

Monday, 17 Xovember 1941 
1610 Ensign G,R.Mitch? 1 D-V(O) USRE. was admitted to S.o.q. from S.S.Pree. 

Harriten. Dlagacais: Appendltloia* acute (postoperative). 
1620 Meat. B.W.Cohen ' (MC)-VS, U.S.X.H. reported for duty in foe Sixteenth 

Xatml District. 
Note &illdlngs and gvi iads inspected inspected at 1530. 



I 

i 



CA1UCAU JOURNAL; R.G.DAVIS, CAPTAIN, MC, USN, MOIC ^ 
IfcJ ***** 26Q~*5 

(Mon, 11-17-41) £BOUSS <cont) 

1745 Sick call In all wards and S.O.i^. 

1800 Brig Inspected. 

Hot* Gunn, R. t Msmthlc USN was confined In the Brig by order of the Commanding 

Officer at 1500. 

1800 General Mas© Inspected. Satisfactory. 

2050 Night Crew mustered. All fit for duty. 

2200 Late Rounds. Hospital Secure. 

Tuesday 18 Norember 1941 

0700 General mess Inspected. Satisfactory . 
0800 Brig Inspected. 
0800 Sick call by staff 

Census Last report 248 Absentees 0 

Admitted 15 P.A.L, 6 

Discharged o Brig 3 

Remaining 263 Lookward 3 

0930 Commander W.P.Port, USN was admitted to S.0,^« Blag: Nacuue, back 



Tuesday 18 November 1941 

1000 Duty completed. Relieved by Lieut. I.N.LaVictolre (MC)-V(S) U.S.N.Ro 

(Signed) JSc F« RITT3R JR 

Lieut. (jg) (HC) USN 

APPROVED t 

(Signed) R.G.DA7IS 

Captain (HC) t U.S. Haw 
Commanding. UE 

r Aieeday # 18 November, 1941 

1000 Assumed the duty as Officer of the Day. 

Lieut. B. U. Cohen, assistant officer of the Day. 
1115 Brier,. 0,C, Pfc # USMC and Kelly, S.H., PhM2c, went to Executive Officer 9 ! 

nast. Awarded Commanding Officer 1 s mast. 
1125o Commanding Officer's mast awarded the following: Brier, O.C. t Pfc* USMC • 

Confinement for duration of the time on the si 61c list* 

Kelly, S.H., PhH2c, Staff ~ 15 dr^w restriction and warnings 
1130 General muss Inspected. Found satisfactory*) 

1215 Seni-aontlxLy audit by Lt.Comdr. R.A.Berry. Post-office property found 
correct. 

1320 Grayson, Jack Lee, Ensign, A~UI C DSN. discharged to duty from S o 0»q,« 

i, n«i8-4i) Sgy 9i 

1500 Hospital buildings and grounds and brig Inspected. 
1530 Hospital fir< pump reported tested ani in good condition. 
1530 Sadden, John Donald, T2c admitted with D.U. (Psychoneurosle, anxiety 
neurosis). P?^ced In locked ward? Apjroved by Executive Officer. 
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1730 General ntt9 inspected* Found satisfactory* 

1800 Evening flick call on all wards and S«0«Q,« and brig. 

2100 Night crew metered. All fit for duty* 

2300 Late roundso Hospital secure* 

Wednesday, 19 Bovember, 1941 

0145 Church, P.C., Sic, A Ward, absent from ward* 

Ferrero, P.C., Sic, A Ward, absent fron wardo 
0400 Church, P.C., Sic, returned to hospital* Examined and found not intoxicated* 

Placed on report and Dade P,A.L* Blood alcohol negative* 
0700 General mess Inspected. Found satisfactory. 

07S2 Smith, LttCoo&r, Staff went to Navy Yard as member of General Court Martial 
0800 Sick call by Staff* 

Census Last report- 363 Abeentees - 1 

Admitted- 7 PAL- 6 

Discharged** 17 Brig • 3 
Remaining- 253 Locked Ward-* 4 
0845 Lt. Coadr. Hayes left the reservation for Imus on official business 
0930 Custody of Post Office turned over by Temporary Custodian, Lieut* I*N* 
LaVlctoire, to R. W. Kantner, PhH2c, Navy Hall Ojerk. Postal property 
audited (cont. to pege 25) ~ - 

(Vsd, 11-19-41) 

m m by Lt. Comdr. J .A* Connelly DC- USN. 
1000 Fire drill In Zone 1. Water pressure good. 
1002^ Pire drill secured* 

1015 Duty eompletedc Relieved by Lt. (;Jg) H*S.Mlropol. MC - USNR. 
Hote; Kentner, R.W. PhM2c USN Staff discharged from Sick list* 

(Signed) I. N. Lt TICTOIHB 

Lieut. MC -VSHRo 



APPR0T3D: 

(Signed) B*G. BaYIS, 

Captain (MC), U.S.Havy 
Connradlng. LJE 

Vfednesday 19th Horember 1941 

1000 Assumed the duty as Officer of the Day* 

1030 Uanantan, Gregorlo, HAttlo USN 0 removed from serious list. 

1045 Ferrero, J., Sea2c patient In Ward "A* AWOL for a period of 9 hrs. 

iibcandned by 0.0*D & found mot Intoxicated. Blood alcohol negatlve.Hade P.A J 
1100 Ports, W*P., Comdr*, U*S,Ho, discharged from sick list to duty. 

Two (2) chemical carts were inspected. 
1105 Jgxecative officer 1 s mast in tae case of Church, PoC» Sic. awarded 

Commanding. Officer 1 e mast* 
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(Jed, U-W-* 1 ' £fl£fc-fe (cont) 

iilO Coran .dlr • officer^ mast In case of Church, P.C. 81c Awarded Deck Court* 
iilS Suianary Court In case of Joyner, H.C* HAlc published at quarters by 

Capt. L.J.Roberta (MC) USN. 
1130 General »•»» Inspected. Satisfactory o 

1140 ftirchlneon, W.J«, Ens. USNR. admitted to S.O.q* with diagnosis: Catarrhal 
yever. Acute* 

1500 Hospital grounds, buildings 4 brig inspected* 
1690 i ? lre pumps reported tested & In good condition. 

1800 Evening sick call; all wards, S«0.(i* & brig. Prisoners inspected & found 

found to be in good condition, 
fete: General m*se inspected at 1700. Satisfactory. 
Bote 0 f Haver, G leUa, !leH,Ci ?cked In from 10 days leave* 

(Wed, 11-19-41) £ag« 27 

2050 Bite crew metered. All fit for duty. 
2200 Late rounds. Hospital secure. 

Note: Bartossewios. R*C«, Slo admitted to lockward. Diagnoe is :DU( Acute Depression) 
2200 Ziegler, V7,L., Prt. USMC» admitted under Marine Guar! . Diagnosis: IW. 
(Hupto Traumatic, urethra) 

Thursday 20th Hovember 1941 

0200 Ancinec, H.Jc Slo USH* patient Ward *D H placed on report by 0.0.D o 

Charges; (l) Possession of whiskey In ward "D". (?) Alcoholic intoxication. 
(Blood alcohol 2 Bgiat. per cc. of whole blood). Made PoA.Lo 
0600 The following of: leers checked out on 4 days leave to Camp John Hay, 
Baguio, P,I.£ 

L.J. Robert e, Cap to (MC) USH. 
J^RoGeorge, Lieut. (MC) USH 
J.D.Boone, Lieut. (MC) USH 
I.N.LaVictoire, Lieut. (MC) USHB 
0700 Marshall, W.R., CTM. reported in from 10 days leave. 
0730 General mess inspected. S a tiefactoxy. 

0745 Iry, R„G«, TM3c USN, patient in ward "C"\ AWOL for a period of 10 hre. and 

45 mfr« Examined by 0 o 0.D & found not intoxicated. 
0800 The following men *tere :U0.L. 

William , 1 .o, CRM, USH, Ward "C". 
iT f B«U f SM2c USH, Ward «D" 

(Thu, 11-30-41) £aM«2Sl 

Census: Remaining Las* - >ort 253 Absentees 2 
, Ad/Jltt^ 7 P«A.L„ 7 

Discharged 3 Lockward 5 

Remaining 207 Brig 3 
0930 Kletter, W#A. AlMLc. USH« Aviation Utility Unit fl, received emergency 

treatment for 1° burn left forearm. 
1000 Duty completed. Relieved by H»B.0rensteln, Lleat(jg) MC USHR. 

( Signed) H.Sa KIKQP0L , 

APPROVED: (S^ed) L.B.S. Ll0utc ( Je ) ( MC ) USRH 

&.( .DAVIS, Captain (MC) USH Comrvnding 
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Tltu^sday 0 SrYcntber 1911 



^.^'fin.**.. USHH «. a4*tt.d to loclcward. Bias—l.: » 
(Doro«ntla Pr«acox)o 

l^^r.lS-fro. oeoo ». wo. >«. ** 

found ao* to be intcalcttftd. 
yirepca* reported tested and In good condition. 
Genural Inepestedg satisfactory. 

Evening tldlt call in all ward., S.O»H, and brig. 

not to be intoxicated. l'«ad« P.A.L. 
Late rounCs. Hospital secure. 

Friday, 21 November 1941 

0 General mess lnspocteds satisfactory 
BOO Sick oall by staff 
lgtt , last » rt 257 Abssnt.es 0 

Adaittt « Brl * * 

Disci Argsd 0 PAL 9 

Hsssa*n < '*»«» 283 Lookward o 



(Trl, 11-21-41) 



1000 Duty completed. Relieved by E.P.Ritter. Jr Lieut (j.g.) MC. USH 



(Signed) 



h.b.or-3ISt:jih 

Lieut. (j.gO MC. USNR 



APPROVED; 



(Signed) H.O.DAVIS, 

Captain (MC), U,S.Navy 
Commanding* L.B.So 

Friday 23. Hoveaber 1941 

1000 Assumed the Duty as Officer of the Day. sta ff„ 
Vdl LieX Og) Wad. H. Morgan (DC) USH. *P«^« * ^^n! 
1030 Executive Officer. Meat held in the case of the be^. named men. 

Try. H,G., TM3o USH 

'/illlams,J .Ao C.^.M- USH 

Kratxsr, S 0 D. t SM2o USH 

yerero, P-Co, 3io USH 

Anclnec, H o J.,Sl 0 USH 
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(Iti. p Bff« ?Q (cont) 

1100 Commending Officers Tlast held in the case of the below naned sens 
Fry, I*G 0# TM3c USH 
Kratzer, E*Bo € 3M2o USH 
Ferero, P«Co t Sic USH 
WilliaOT, J*A.. CBMUSH 
Ancinec, HoJc Sic USH 

Friday 21 Hereafter 1941 
1300 General Mete Inspected* Satisfactory,, 

1200 Anclnec, H*J* f Sic USN confined to brig by order of the Commanding Off leer * 
1216 Brier. 0*C<, FFC USHC Beooved from Brie V order of the Commanding Officer. 
1300 Ulrloh, Oeorge (n) <MI(FE)(aCT)USH AoV*0 o Lc 
1600 Buildings and grounds inspected* 

1500 The renalns of the below naued nan were returned to the reservation 
Funeral Services vers oonducted and Internment took place In Haral 
Cesietery: Schvenneker, M*Lo € Flo USH. 

1630 Fire ponp tested and found to be In good working order* 

Note The Commanding Officer left the Seserratlon at 1610* 

Bote Weekly equipaent inspection of Postofflo* completed this date by Lleuto 

(jg) JoMoftcoloohi (MC) USH 
1620 The Coacaonding Officer returned to the Reservation* 

1730 General Meis inspected* Satisfactory* 
1800 Jfrealng tick call in all wards and S*0*ty> 
1800 Brig inspected* 

i 

Friday 21 Hoveaber 1941 

1830 Ulrich, a. (n), CWT (FR) (Act) USN Returned voluntarily. A.W.O.L. tin** 

since 1300 this & a p*rlod of 6 hours 30 ainutes, Placsd in Lock Ward 
at 1910 for lfek n£, BeiwTod to Ward C at 2000. Blood Alcohol at 1900 
this datst lo8 age .hols blood. 

2100 Hight orsv austered. fit for duty. 

s)300 Late Roundfio Hospital trt 

Hots All-night p jtlos Blackout this date. Started at 1766» continued until 
davn 22 Hoveaber. 

Saturday 22 NoTenber 1941 
0700 General asss lnspectsd. Satisfactory. 
0800 Slokrac oall by staff. 

Census Last report 283 Brig 4 

Remaining 249 P.A.L. 7 

Mn&ttM. 5 Lockvard 5 

Discharged 19 Absentees 0 
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(Sat. 11-23-41) p qfi« 32 <e<mt) 

^joao Commending Officer's mast held In case of Ulrich, &• (n) (rR)(Act)(USN. 
JqOO Laaborn, CPhM (AA) USH Reported for further Transfer to UoSo 

1000 Duty completed,, Relieved as O.O.D. by Lieut. W,M.Silllphant (MC) USHo 

(Signed) a.FoRITT-JR Jr 

Lt. (jg) (MC) USK 

APPROVED* 

(Signed) R.G.DAVIS, 

Captain (MC), U*S.H a vy 
Coram- nding LoB.S. 



Saturday 22 Noveaber 1941 



1000 Assumed the duty ae Officer of the Day. 

Vote At 1010 the body of a 4 year old boy Wm« L» Lordo Jr, eon of Vf»L*Lord, 
charters 203, Sangi j Point was brought to the hospital by Lieut (jg) 
G.K.Laabert (MC) USH, who had been called and had given first aid and 
artificial respiration. The body was placed In the hospital aorgue until 
lte reaoval by G.SoSaaonte, Undertaker, at 1230c 

1120 Deck Court published In ease of Church* Paul Co Sic USN. Sentences 
To lost $7 per aonth for a period of 2 aonthe. 

1300 General boss Inspected, satisfactory. 

1220 Admission of Obaldo, Mariano S. E.C.C. Diagnosis* Amputation* trannatic, 

distal phalyax, left thuabo 
1300 The below naned Men were released froa the brig: Gunn, R*£., Msathlc and 

Slaughter, C.L. MM2c 
1400 The below naaed nan was given first aid treatments Martanz, So, EM2c. 

033 Seadragon. Lec. finger 3» right hand. 
1500 Buildings and grounds inspected. 

IC25 The below mused man reported for duty In accord with ClnC HF. despatch 

210010 Hovn 1941. Paraaore, PhMle. 
1130 71re punp tested and found to be In good condition. 
1700 General ncee inspected, satisfactory. 
1800 Evening elck call in all wards, brig and S„0<^o 
2100 Bight orew metered, all fit for duty c 
2200 Late rounds . Hospital secure. 

Sunday 23 Hoveaber 1941. 

0400 The following ^endt was admitted to the hospitals Gallejo, Mr to 

Adele F., wlf K3Lc I Dl^a Pregnancy o 
0700 General aess spec* satisfactory* 
0800 Sick call by taff . 
0800 Brig inspected. 
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Sunday 23 Norenbar 1941 Pa*. ^ 

it-1 Can sues Brought forward 249 Admitted 5 
Eorp Maohargad 4 Bemlning 260 

In Brig 2, PAL's 5 Lockad ward 5 

Abaanteaa 0 Restrldid 1 
«000 Dtttlo ooinpl0t«d. Ballared by LiautcOg) B.P.Bltter Jr. (HC) U.S.N. 

(Slgnad) 17oM 0 SILLirHANT 

Meat (MC) U.S.N, 

APPBOTKDs 

(Sl C n«d) B.G.DAVIS 

Obtain (MC) U.S.Naiy 
Coamnndlng. L,B»S,. 

Sunday 23 Norenbar 1941 

1000 Aesuned tk.e duty as Officer of the Day* 
1200 Genera! cms* inspected, Satisfactory. 
HpO Hospital lullllngs and grcrande inspected. 
1030 Fire punp Reported test* *nd 1a good working order o 

Bote A Female child wae born Mrs. Adcla F el area CalleJo ? Wife of Alagarda 

Callcjo, CCli USN, at 1400* 
lot* Coxndr. Maurice (n) Joeee (MC) USH van admitted to the hospital at 1615* 

froa Begl&ental Hospital, Fourth Marines, (oonto to page 35) «, • 

Sunday 23 November 1941 

Shanghai, China* Diagnosis; D«U«(Hypoelyceeala) . Transfer of patient 
m effected aboard the SaS.TJlbadak, C.J.C.L. Castodlans enroutes 
OoHoDlxon, PhMlc and R.L.McKlnnon HAlo USH. 

1700 General meee Inspected* Satisfactory. 

1800 Brig Inspected. 

1800 31 ok call all wards and S.O.q. 

Vote The below named officers reported In from three (3) days leave at 20001 

Captain L.JfBoberts (MC) USH 

Lieut . J.EoOeorse (MC) USH 

Lieut o J 0 D.Boone (MC) USH 

Lieut. I.N.LaVlotolre (NC)-YtS) USNR 
2200 Late rounds. Hospital Seoure. 

Hote Dlzon, G.Ro PhHlc USH and MoKlnnon, R«L« § HAlc USH $ Reported for duty 

from Regimental Hospital, Shanghai* China, at 1727, 
Vote Kaeley, R.' , Slo was placed In Look Ward for Safekeeping at 1946 by 

orfer Co^aallng Ofiflcer. D*U.(Psychoneurosis, unc») 

I-W 34 HoTcstoer 1341. 

0612 Slaughter, CL., V UFW Reported In, A«V«.0 # L. since 2330 on 23 Horcnbcr 

1941 f a period of l haure and 43 nlnutes. 
0700 General Mete Inspected. Satisfactory. 
°000 Brig inspected. 0800 Sick call by Staff . 



IfeJ 
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Monday 34 November 1941 

Census Latt Rsport 251 Brig 2 

Admitted 8 P.A.L. 7 

Discharged 0 Lockvmrd 6 

Remaining 259 Absentees 0 
0955 Commanding Officers Mast held in the case of Slaughter, C.L, MM2c USN. 
1000 ftity completed* Believed as 0.0. D. by Meat. I.HoLaVlctoire MC-V(S) U.S.NoR 

(Signed) SU F. HITTER, Jr. 

Lieut, (jg) (IIC) USN 

APPROVED* 

(Signed) R,0oDATIS 

Captain (MC) U.S. Navy 
Commanding. LT£ 



Monday 24 November 1941 



1000 Addumed the duty as Officer of th« Day 

Lieut. B. If* Cohen, assistant Officer of the Day* 
1049 Manuel, Platon Guillenso* Y*A«Po, placed on serious llsto Diagnosis} 

Tuberculoses, pulmonary 6 advanced. 
1130 Gen*rel meae lnspeoted. Found satisfactory 

1130 Slaughter, CoL., MM2c, P.A.L*, transferred to T0P0IOI under police escort . 
1150 The following officers were detached this date 

Lto Coodr. R»AoBerry - DC - USN 

Lto (Jg) D.C.Tumtpeeed - MC - USN 

It. (jg) J.M.Piocloohl - MC - USN 
(Hon, 11-34-41) Lt. (jg) WoWoAyres - MC - USN Pflge 37 

Lieut. MoRondebueh - MC - USN 



1220 Marshall, tMU, CTM, checked out on 10 days leave. 

1500 Hospital buildings, grc :^uds and brig inspected* 

1530 Hospital fire pump reported tested and in good condition* 

1610 Lto (jg) H.B.Orensteln detached from hospital and ordered to report to 

Commander, Destroyer Dlvi ion 58 for duty on U»S.SoParrot. 

1730 General mess lnspeoted. Found satisfactory 

1800 Svening elcfc oall on all yards, S.O.c^ and brig. 

2100 Ni^ht crew austered. All fit for duty. 

2200 Late rounds* Hospital eeoure» 

Tuesday, 25 November 1941 



0700 General mess Inspected. Found satisfactory 
0600 Sick call by staff 

0830 Brl- lnspeoted Parrott. 
0900 Lt.(jg) B„B.Langdon reported for duty from Destroyer Division 680 U.S,S«/ 
Census Last report* 259 Absentees* 0 

Admitted- 8 PAL. 7 

Discharged- 2 Brig* 2 

Remaining* 265 Lookvmrd* 6 
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#>8- 45 

n-25-41) Eees_22 

Duty completed. Relieved by Lt.(jg) H.S.Miropol - MC - USSR 

(Signed) I.NoLAVlCTOIRE, MC- USNR 

approved: 

(Signed) R.G.DAVIS 

Captain (MC), U.S. Navy 
Commanding. ZJR 

£mJfi 

Tuesday 25th November 1941 

UOO Aeeumed the duty at Officer of the Day. MoKlnnon, R.L.* HAlc U.S.N. Staff 

admitted to tick lltt 3 Diagnoelai Syphilis. 
1130 General mote Inspected. Satisfactory. 

1208 The below named of floors vers transferred to the U.S. 8. Louisville for 
further transfer to the U.S.A. 

(1) Salth, C. Lieut. U.S.V. 

(2) Hooker, CM., Lieut, (jg) USN. 

The below named hospital corpsmen vers transferred to the U*S. S.Louisville 
for further transfer to the U.S.A. To aot as attendants for the above 
named off loara 

(1) Lambom, O.H. CPhM 

(2) Paranore, D.q. PhMls 

(3) Zikas, J .Bo FhM2o 

1315 Demp. W. Knoll, Lieut. U.S.N, admitted to S.O.^. 3 Diagnosis? Impetigo, 
Oyrata. 

1600 Buildings, grounds and Brig inspection. Prisoners in good condition. 

1530 Tire pxaap reported teatad and in good condition. 

1700 General uses inspected. Satisfactory. 

1800 Brsaing sick call. All wards, S.O.q. and Brig. 

2100 Kite crew metered. All fit for duty. 

2200 Late rounds. Hospital ssoure. 



Wednesday 26th November 1941. 



0700 General asss inspected. Satisfactory. 

0800 Sick call by Staff, all wards. 

Caneuo Last Report 255 Brig 2 

Admitted 19 P.A.L. 6 

Discharged 15 Lockvard 5 

Remaining 289 Abeanteee 0 
0910 Deck Court in case of Verxero, John (n) Sea2o U.S.N, publlahed. 
0910 ferrero, John (n) S2o oonfSned to Brig for a period of 5 days on bread 
* water, with a full r? ' X i every 3rd day. Examined A found physically 
fit to be eon ed» 
1000 Duty complet- Relieve' Lier^ J.D.Boone (MC) USN. 



l^jned) H.SnMlRdPOL 

Lieut. (Jg)-(MC) USNR 

AFPROVSDi (Signed) 

r;G.DaVIS, CAPT.MC USN, Comoanding, US 
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Wednesday, 26 November, 1941 

jOOO Assumed the duty &.s officer of the Doy 0 
1000 Fir* drill In sons #3* 
I00fr| Secured from fire drill* 

jjOO Marix, G.E., Lt.(jg)US» Discharged to duty* 
1300 General mete Inspected* Satiofactory* 

1430 Luts, F.C. Prto USMC Admitted* Dlagnoal*. No disease (cental observation) , 

Placed in lock ward for eaf ekeeping* 
1500 Hospital buildings find grounds inspected* 
1530 Fire poop reported tested and in good condition 
1730 General mess inspected* Satisfactory* 
1800 Sick cell on all wards* S0Q and brig* 
2100 Night crew mastered* All fit for duty* 
2300* Late rounds. Hospital secure. 

Thursday, 27 November* 1941 

0700 General mess inspected* Satisfactory. 
0800 Sick call by staff. 

Census Last report 369 Absentees 0 

Admitted 11 PAL 5 

Discharged 3 Lockward 6 

Remaining 277 Brig 3 

0846 Metcalfe, Thels* Kaye, Nurse USN and McHale, Mary B, Nurse, USN, detached 
this date &nd transferred to U.S.Naval Hospital* Mare Island, California. 

(Thu, 11-27-41) Pugs 41 

0930 Duty completed. Believed by Lieut* W.M.SiUiphant, (MC) USN - 



APPHOTJSD* (Signed) 



(Signed) Jo Do BOONS 

Lieut (MC) USN 



B.GoBAVZS 

Captain (MC), U.SoNavy 
Commanding* US 

Thursday 27 November 1941. 

0930 Assumed the duty as Officer of the Day. 

Notes The below named Staff Medical Officers prooseded to the United States 
via S.SoPree. Coolldges 

Berry, B*A. Lt.C. (DC.) USN 
Bondehueh, M*E. Lt(jg) (MC) USN. 
Turnlpeeed, D.C. Lt(jg) (MC) USN. 
Ay res, W.V*, Lt(jg) (MC) DSN* 
Plooloohl, J.Mo Lt(jg) (MC) USN* 
1130 Ship* s Service Store inventoried this date by a board of Staff Officers* 
Senior Member Capt. L*JoKoberts, (MC) U„S 0 N* 



Capt* 

Ro&.DAVIS,/MC t USM f IfOIC 28 

£aCi-4l(cont) 

1200 General mess lnspected # entisfactorj 
1600 Buildings and grounds Inspect' i« 

1500 Brethold* C«E, Slq U<rS 0 N 0 rol ased : ,*om brig > eento completed. 

1500 following message was received per phone from the Captain of the Tard* 

Navy Tard, Cavito* "All street and exterior lights will remain extinguished 

until further notice* " 
1550 Ylr* pump tested and found to be in good condition* 
1700 General mess inspected* satisfactory* 
1800 Sick call in all wards * SOQ, and brig* 
1900 Admission of Pequllla, . ¥*A*Po X)iag Pul*tb« f far adv. 
2100 Wight orew nurtered f a* Tit for duty» 

Thursday 2. ovember 1341 Pftge 42 

2300 Late rounds 0 Hospital secure c 

Friday 28 November 1941 e 

0700 General mess Inspected* satisfactory . 
0800 Sick call by Staff Medical Officers* 

Bote Arnold, G.tf. PhM3c adm* to sick llsto Slags Tonsillitis* chronic* 
Hospital Census t Brought forward 277 Admitted 7 
Discharged 1 Remaining 283 

0000 The below named patlente were placed on the serious lists 

Rloafort* Fo t WoAoP. Dlagi Tuberculosis, pul* far advanced. 
Pequilla, VoAoP. Dlag* Tuberculosis* pul. far advanced* 
M 0 A. A. reports 

Abeentees Hone, Bslg 1 
PAL 9 e 5 Loekweurd 6 

0920 The below named Officer was discharged from treatments 

Bulkeley, J.D* f Lieut, U*S.N* 
1000 Duty completed. Believed by Lieut, I 9 N,LaVlotolre 9 (MC) U.S a H.K, 

(Signed) WoMoSILLlPHAOT . 

Lleuto (MC) USV, 

APPHOYSDs 

) BoG,: 5 

CapU MC) # U D S 0 »avy 
Commanding c UH 

Friday, 28 Bo ▼ember, 1941 

1000 Assumed the duty as Officer of the Day 0 

Commanding Officer 1 s inspection of hospital and gror i dso 
1130 General mess Inspectedo found sat Isfaotory* 

1330 Pequllla, Luolo* YoA»P, placed on critical llsto Diagi.osis tuberculosls p 

pulmonary, far advanced. 
1445 Zlegler, t/oL, t Prt*, USMC discharged to duty under Marine Guard, 



CANACA0 JOUHlTALf 

Ifci 

(Thtt. 11-27^41) 
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^ yrlf Pags 4S(cont) 

1600 Hospital buildings t grounds and brig J nspectedo 

jggO Hospital firs pomp reported tsstsd and in good condition, 

1730 General msss inspected* Found satisfactory . 

1800 Kvsning sick call on nil wards , S.OoCi. and brig* 

2100 Night crew metered. All fit for duty. 

ggoO Late rounds o Hospital securs« 

Saturday, 29 Hoveaber, 1941 

0700 Gsneral mss inspected*, Found satisfactory. 
0900 Sick oal3 V Staffs 
0830 Brig inspected 

0845 Sngssett, K., Lieut. , .USNR discharged to duty from S.O.q* 

0835 Capt. Roberts, Lt.Comdr. Hayes And Lt.Cowdr. C.CoWelch vent to the Navy 

T&rd on official business. 
Census: Last report- 283 Absent eee- 0 

Adalttod- 3 PAL* 5 

Discharged* 20 Brig- 1 

Regaining- 266 Lockward- 6 
1000 Duty coaplsted. Relieved by Lt. J*R.0eorge MC - JSN 

(Signed) lo No LAVICT0IRB, 

Lleuto MC - USJffio 

APPROVED: 

(Signed) R.OoDaVIS 

Captain (HC) f U.S.Ha^y 
Commanding. US 



Saturday, 29 November, 1941. 



1000 Aesuaed the duty as officer of the Day* 

Captain Roberta returned from the Bavy Tard« 
1130 General msss "^apectet at is factory o 

1300 Lt Cdr. ToH js (MC) JR. and Lt. JoD.Boone (MC)UoSoN„ left on an 

official trl o Mari* * Pd. 
1600 Hospital b*a> tags rounds, and Brig inspected. 
1530 Fire puap re^rted -n good condition. 

1600 Antonio Cardino, civilian, living at #49 Manila Boulevard, Carldad, 

Cavite, Polo nas given an emergency examination by Lt. Coadr. C.MoSaith 
(MC) U.S. IT. at 1600 this daten Ho emergency treatnenl, was required. Cardino 
was brought to this hospital by John Bridges, AMI 13c, T J.S rt H* VP101 and the 
latter stated that while driving his oar fro* Sanglsy Point to the Canaeaa 
Gate, he (Bridges) struck Cardino o 

1700 General mess inspected. Satisfactory. 

1730 Evening sick call all wards S«0,$ M and brig. 

1600 Blackout Condition no. 1, in effa jt, remainder of ni#\t« 

2100 Right crev metered. All fit for futy. 

2200 Late rounds. Hospital secure, 

Note Weekly inspection of Post office e*t 1000 Lt(Jg)B B B.Lragdon(MC)USHo 



OflCO 
0900 
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Sunday, 30 NoYember t 1941 

General »sss inspectedo Satisfactory. 
Sick call by staff* 
Brig inspected 



P yt 4S 



Sunday* 30 November, 1941 

fifJUttt 

Last report 266 Absentees 0 

Admitted D P.A»Lo 4 

Discharged 1 Brig 1 

Remaining 270 Locknardo 6 
1000 Daty completed* HelieTed by Lto BoWeCohen (MC) UoSoNoRo 

(Signed) JACK Rc GB0RG2 

Lt (MC) (IoSoFc 

APPROVED; 

(Signed) R.O.DAYXS 

Capt^ (MC) # UoSoHa^y 
Comma ng» ZJ£ 

Sv day, 30 No mber 1941o 

1000 A«guaed the duty ae officer of th* Day 

1130 General aess Inspected, eatlsfactory 

1000 Hospital buildings* grounds and brig inspected 

1930 Fire puop teeted, reported to be in good condition* 

LtcCdr* T H Hayes (MC) U S I and Lt J»DoBoont(MC) U3»N> returned from an 
official trip to HarlTeles* Pd. 
700 General mess inspect ed t satisfactory 
730 Evening elok oall on all varde t S o 0.Go # and the brig* 
1800 Black out Condition "1 in effeot for remainder of night. 
2100 Bight crew nuetered f all preeent and fit for duty 
Late rounds, hospital secure* 



Monday t 1 December 1941 

General meeo Inspected, satisfactory 
Sick oall 07 staff 
P Arnold, B«M* f FhM3c discharged from the sick list 

MaoDonold, R.A» Ekis. U.S„N„R. discharged from the sick list to USS Isabel. 
Brig inspected 

85 Lt Cdr C.C.Weloh and Lt r T H Hayee l*ft for Na?y Tard, Cnvit* on 
official business <> 

Sick, fijr, tt\ic dlschr from sick list 



(Moa. 13-i«*l> 
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Page Jfi(cont) 



Hospital Census Report 



Remaining from last report 370 

Number admitted 2 

Total 272 

Number discharged £ 

Total number remaining 272 



Master At Arms Report 



Absentees 

F.A.L. 

Brig 

Lockvard 



0 
5 
1 

6 



0919 Ferrero, J. Sic released from the brig. 
1000 Duty completed. Relieved by J cR.George, lit (MC) USD 



(Signed) 



APPR0V3DS 



B, W» COSES 

Lt (MC) U.S,N.R„ 



(Signed) R 0 G.DAVIS 

Captain (MC),U.S.Navy 
Commanding. US 



Monday* 1 December* 1941 



Page 47 



130 
1500 
1530 
1600 

1700 
1?3Q 
1800 

aoo 



Assumed the duty as Officer of the Day. > 

Poetoffice turned over by mall clerk R.tf.Kentner, PhM2o to Lt. 1.8. La 

Vict ol re (MC) U.S.N.R. temporary custodian. Postal effects audited by 

Lt.Cdr. (DC) J.A.Connell, U.S.H. 

General mess inspected. Satisfactory. 

Hospital buildings and grounds Inspected. 

Fire pump reported In good condition. 

Bell, BoR. EAlc (Stsff) admitted to sick list. Diagnosis^ Oonoeoccus 
Infection Urethra. 

General aw aspect** tlsfaotory. 
Evening sick call t varas **nd S.O.ti. 

Blackout c Condition 1, 1- effect for remain^r of night. 
Night crev nattered. I fit r duty. 
Late rounds. Hospital ««oure. 

Tuesday, 2 Dsiembc , 1941. 



0700 Osn-ral mess inspected. Satisfactory. 
0800 Sick call by staff. 

I Census L&st Report 272 Absentees 

Admitted 6 P.A.L. 

Discharged 8 Brig 

Remaining 270 Lockward 



0 
6 
0 
5 
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(Tus. 



0345 
1000 



The Commanding Officer left for Manila on official business* 
Duty compT ited. Rallied by Lto(jg) BoR ft Langdon (MC) U*S«,lf* 
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Tuesday* 2 Dictator, 1941 



1000 Assumed the duty as Officer of the Day. 

t03S Br»irster, *2oR., Lt(jg) (GhC) U SHE adnitted to the tick list from 

U*S D S.Holland. Diagnosis: Fistula in Ano. 
J130 General mess inspected and found satisfactory as to quality and quantity 0 

Certain Darls returned from official business in Manila In QPD oar* 
1440 Lr,uchner, lf«W 0# Basiga, USZTH admitted to sick list frou K a ry Tard, Cavite* 

riagnoels: D.Uo (nephritis), 
iroo Hospital buildings and grounds lnspeoted* 

1630 desman* Clarence A* c SeaSo* USN admitted from U.S«S 0 Napa. Diagnosis* 

/anslllltle, chronic Prisoner status, aval ting transfer to U.S. for B.CoD, 
-ade a PoA.Lo 

Tire pumps tested and reported In good condition 
16*0 Captain Da^ris left hospital reservation* 

1700 General Mens insisted an4 found satisfactory as to quality and quantity t 
1T.3 Ambulance out - one attendant to Punta Del Mar to stand by for "Hight 
Hying" • 

1720 Captain Davis returned to i pltal 0 

17C0* Stoning sick call made in aU tvards and S o 0o^ 

1800 Blackout, condition 1 8 in effect for remainder of night* 

1955 i/abulaacs returned from Punta Del Mar* 

20CO /ight crev mustered. All fit for duty. 



2130 Kaeh, Bdv^rd (n), Cpl.USMC absent from bed check in Ward B 0 
2200 )-ate rounds. Hospital secure* 

2300 K-ash, Sdv&rd (n) 0 Cpl. USMC, found preparing for bed in Ward Bo Patient 

stated that during bed check In Ward B he vas Tlsiting a friend la Ward D 
(Stanley, A*7 e# Pfc* USMC). Stanlsy, A.P. # Pfc. USMC did not rerlfy this 
statement o Kash* Edvard (a) Cpl. USMC was declared AWQL from bed-check 
from 2120 to 2200* made a P«AoL» and permitted to return to Ward B to sleep. 



0700 Of»aeral mess inspect id and found satisfactory as to quality and quantity . 
0600 Sick call by staff. 



(Tue, 



12-2-41) 
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Wednesday* 3 December, 1941 
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Last Report 
Adnitted 
Total 
Die charged 
Remaining 



270 



Absentees 

Brig 
P. A. as 

Lockward 



0 
0 
6 
4 



278 

_ as 

252 

Venereal Inspection hold by Dr. George on all cooks and mess attendants 
in this department. Ho Teneroal or other Infectious diseases noted. 
«930 Hempleman, W„V e , HA2o Admitted to sick list. Diagnosis: Tonsillitis, chronic. 
0945 Srlclcoon, E,D. C E.M.lc, Blag: Valvular Heart disease, Coronary occlusion, 
placed on Critical Sick List. 

(W.d. 12-3-41) Pjq B 

0955 freeman, Cl^reiee A. r Soa2n USN, released from P«A.L. status by 

Commanding Officer. 
1000 'Ire drill held in zone #3. 

g0O flnty ooopleted. Kallevsd y Lt(jg) H.L.Mlropol (MC) USNR. 



(Signed) 



APPROVED: 



BoBoLANODOH 
U(jg) (MC) USB 



(Signed) R.O.DAVIS. 

Captain (MC), U.S. Maty 
Commanding,, L7R 



Wednesday, 3rd Dcoember 1941. 

1000 Assumed the Duty as officer of the Day. 
1130 Oeaeral mess inspected. Satisfactory . 

1215 Sttplien, L.S., Scale USE brought in from Patrol Squadron 101 for emergency 
treatment. Diagnosis: Lacerated tendon (extensor), left ring finger. Tendon 
repair performed and plaster of Paris splint applied. Not admitted. 
Referred to Squadron Medical Officer for further treatment. 

1315 Ferguson, O.T., Lieut. (jg)(MC)USN, reported in for temporary duty from 
U.S. S.Wake. 

1500 Hospital buildings & grounds inspected. No prisoner* in Brig, 
1530 Hospital fire pumps reported tested & in good condition, 
IJ80 Wade, T.J., PhMl- UuS.N. reported in for duty from U.S. S.Napa. 
JJOO Otn*ral mec* in ated. Satisfactory. 
VH& KY«nlng sic?* c* All wards & S.O.q. 
1800 Blackout: Condi ..n fl In effect for remainder of nite. 
1805 Birmingham, J«N ot . Lieut . .S.H.j discharged iron sick list to Com«16. 
*M Mite crew mueter >d. AIJ i for duty. 
P 300 Late rounds. Hoopltal s*. i-e. 



18* 
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General nees Inspected* Sat is factory o 
Marshall, W».1», CTM t USN chocked in from 10 days leare* 
Sick call by Staff • 

9 ; Last Report 352 Absentees 0 

Admitted 12 Brig 0 

Discharged 3 Lockward 4 

Remaining 261 P*A*L* 6 

1090 Duty completed. Relier*!. by Lieut* WoMoSUliphant, MC** USNo 

(Sl^Md) H.S.MIRQPOL 

Lieut* (jg) HC USHR 

AFRR073D; 

(Sified) R*G*DAVIS 

Captain (MC) t U.S.Na^y 
Commanding. US 

Thursday 4 D* 0 sraber 1941 
1000 Assunsd the duty as Officer of the Day* 

Bote The below named Staff Hospital Corpsmen were transferred to the Fourth 

Marines for duty: Dixon. G.R.* PhHle USN # McKlnnon* RaLo HAlc U«S.H. 
1130 General mess inspected* satisfactory. 
1600 Buildings and grounds insp 

1(30 Tire pimp t sated and found to be in good condition* 
1700 General sees inspected, satisfactory. 
1800 Sick call in all wards* and S»0»cio 

1830 The below uared 6 yr old dependent daughter of Castro* Augustine, Mue*USV 9 
was adm* to dependents ward: Castro, fra, Diag Undetc (Fracture Skull)* She 
vat struck by an auto on Dec. 3, 1941* and had been In the Philippine 
Gen. Hospital in Manila for 24 hours. 
Pots Slaokout Contltion itl in effect for duration of night . 
30W Hight crew metered* all fit for duty* 
2300 Late rounds* 



Friday* 5 December 1941* 

#OX> Eriokeon* Ylrgil D« Wfa* * 7 SH. expired in Ward C* Diag. Thrombosie Coronary* 
i Routine accomplished* 
*30 General mees l\ pected* satisfactory o 
»oo siok ©all by SWf 0 

^•Pital o ensue 2 Brought forward Z \ Admitted 6 
Discharged 0 Remaining 267 

Absentees none B;*ig none 
Lockwmrd 4 P«A*L* 4 

f 8 * 5 Dttty completed. Reliered by tto I*K t LaU c toire (MC) USHR* 

^ (Signed) tf B M*SILLIFHABT 

^BOTJSD* Lt (MC) USN* 

{Signed) R.GoDAVIS, Capt H.C USH Condg«LJR 
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Friday, 5 December, 1941 
Qg45 Assuned the duty as Cfflcr of th* Day, 

Bgoo Autopsy performed on remains of Srlckson, Virgil Dale, £»3c 
0925 Hssplrator returned to Scottish Bite Lodge* 

1000 Commanding Officers inspection of hospital buildings and groundso 
||040 Mitchell! GcR« t Ens 0f USHS discharged to duty fron S.Oo^ 

X115 Truax, JoS,, PhM3c, transferred to duty at Na?y Yard Dispensary 

il30 fierdella, F.Ao, HAlc, placed on report for lying on bed In locked ward 
while on duty Q 

1130 Central mees Inspected. Found satisfactory. 

]219 Brlckson, YoD», EM3c, remains sent to Manila Tla ambulancse 
BgQO Hospital buildings and grounds inspected. 

1630 Hospital lire pump reported tested and In good condition 

1715 General sees Inspected. Found satisfactory* 
-^800 Evening sick call on all wards and S 0 0o(t* 
4B00 mstersd. All fit for duty* 

2300 Late round Bo Hospital secure;, 

Bote Semi-monthly post-office audit by UeCoadr. Connell at 1200 
Hots Martens, W.J*, CKLc transferred to U.S.SpBoise for further transfer to a 
naval hospital In the U. So (medical surrey) at 1530 

Saturday fi 6 December, 1941 

0700 General mess Inspected. Found satisfactory 
0800 Sick call by ttaf ' 

Census Last report - 267 Absentees - 0 

Admitted 11 PAL • 2 

Discharged - 27 Brig - 0 

Remaining - 281 Lockvard - 3 1 
0840 Bowen, R.D., F2c # admitted . ,r fMntal observation and placed In lockvard 
0935 Ifarohlson, W«J 0 . Ens., USHH discharged to duty from S.O.Cio 
Duty oocplttedo Rellered by I*. J.D.Boons - MC - USH 

(Signed) loNoLATICTOIBB 

Lieut i MC - USHH 

APPROVED; 

(Signed) R^GoDaTIS, 

Gaptaln (MC), U.S„Bavy 
Commanding o UB 



xooo 



Saturday* 6 December, 1941 
Assumed the duty as Officer of the Day «» 



1200 General me is Inspected, Satisfactory* mellltus. 

J212 D*yer, E„A, P Lleut(jg) MC USNR admitted to 3,0-^ Diagnosis; Dlabetle / 

*800 Hospital buildings and grounds inppectad. 

Il7?° Hoi ^ ltal * lr# rump reported tested and :\n good condition » 

■ c sn«ral mees Inspected. Satisfactoryo for duty. 

l? 50 Mlropol, Harold S* f Lie it(jg) MC, USNR datached to repcrt to USS Trinity/ 
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Friday, 5 December, 1941 



0845 Assuned the duty as Officer of the Day 0 

0900 Autopsy performed on remains of Srlckson, Virgil Dale, Ea3c 

0925 Respirator returned to Scottish Bite Lodgeo 

1000 Commanding Officer* s Inspection of hospital buildt^js and groundso 

1O10 Mitchell, GoR« t Bnso f USNR discharged to duty from S«0 9 ^* 

2115 Truox, JoS*, PhM3c, transferred to duty at Navy Yard Dispensary 

1130 Gardella, FoA*, HAlc, placed on report for lying on bed In locked ward 

while on duty,, 

1130 General mess Inspected. Found sat lsf act oiy. 

|215 Erlckson, Y 0 D», KM3c, remains sent to Manila Tin aatoulancco 

1800 Hospital buildings and grounds Ins >ectedo 

1530 Hospital fire pump reported tested and In good condltlon 0 

1715 General sees Inspected* Found satisfactory o 

1800 Evening sick coll on all wards and S o 0 0 ^ 

2100 Night crev metered* All fit for duty* 

2300 Late rounds*, Hospital secure* 

Bats Semi-monthly post-office audit by LtoComdr. Connell at 1200 

lots Martens, W.J*, CMlc transferred to U»S«S 0 Boise for further transfer to a 
naval hospital In the U»S» (medical surrey) at 1530 



Saturday© 6 December, 1941 



0700 General aess Inspected. Found satisfactory 
0800 Sick call *y etaf ' 

Censue Last report m Absentees - 0 

Adraltted 11 PAL - 3 

DJt charged - 37 Brig - 0 

Remaining - 251 Lockvard • 3 
0840 Bovea, R«D., F2c, admitted ior pental observation and placed In lockward 
0935 Murohleon, W«J a , 2ns. , USHR discharged to duty from S*0^ o 
1000 Duty oocpletedo Rellevmd by Lt. J.DoBoone - KG - USH 

( Signed) I .NoLAVICTOIBS 

Lieut o, MC - USHR 

APPROVED; 

(Signed) R*G«DA?IS, 

Captain (MC), U*S c Na*y 
Commanding o UE 
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Saturday* 6 December, 1941 

1000 Aesumed the duty as Officer of the Day - 

lHOO General meis Inspected, Satlefactory* mellltus. 

1312 Dvyer, E.A., Lleut(jg) MC USNR admitted to S>0,Ci* Diagnosis* Dlabetls / 

1500 Hospital buildings and grounds lnfpecte&o 

1530 Hospital fire pump reported tested and :\n good condition m 

115 General mees inspects Satisfactory*, tor duty. 

1760 Mlropol, Harold S a§ Lit \t(jg) MC t USNR detached to report to USS Trinity/ 
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(Sat, 13-6-41) PflOLfigUont} 
1800 Sick call on all ward* and SOW 

1800 Blackout contitlon #1 In effect for remainder of the night, 
2100 Might crew mastered* All fit for duty - 
2230 Late rounds. Hospital secure 0 

Sunday « 7 December, 1941 

0700 General mees Inspected* Satisfactory* 
0800 Sick call by staff • 

Census Lr.st report 251 Absentees 0 

Admitted S P*AoLc 2 

Discharged 6 Brig 0 

Remaining 253 Lockvard • 4 

0915 Harts, Vi*A., PfcMSc (Staff) admitted to sick list, Diag;DoU« (Catarrhal fever 
acute) 

_1Q00 Duty completed. Relieved by Lieut (jg) BoB,Lang£on« (MC) USH « 

(Signed) J.DoBOOHR 

Lieut (MC) USH 

APPROVED* (Signed) 

B*G,DATIS 

CapZiln (MC) # U«,S 0 Havy 

Oorazoandlngo 

Suhcl^ g 7 December 1941 
1000 Assumed duty as Officer of the Day 0 

1100 Stamp, L*B,, Phm2c ; Thompson, WoN** Phm2c, and Kayberry. JUH. # Fhm2c, USH, 

from UoS»SoCanopu!/ t reported for duty© 
1130 General nznm lner^cted and found satisfactory 0 

1425 Wells, A>(n) Jre, Phmic* USH, from UeSoSaPecos, and J ones, H.Mo, Phm2o. 

USH, f/v* UoS.S.Aeherllle, reported for duty, 
1430 fiuchJ/;:kl, S (n), Phmlo* USH 0 from UoSoS.Bulmer, reported for duty* 
1500 ITos; ';al buildings and grounds Inepectedo 
1630 Tire puar? teeted and found in good condition* 
1715 G*r/~ral nees Inspected and found satisfactory 
1745 TS&t OoVo, Phmlc, USH € f rom USS Pope, reported for duty<, 
1800 <*lck oallk on all varde and S»0^t 

.lade ou^ condition #1 in effect for remainder of night r 
20'./ Sight cm au3t credo Bo absentees. 
2 -ate rounds o Hospital eecureo 

Monday, 8 Deoc, 194a 

ML4C Silk, HoJ*, Pfo USqp # Ward D f Laceration* right leg, returned without 

liberty pass .and admitted giving paes to a friend to JU would be able to 
get baclt to ttie ^ipiial- Sobriety tent showed man to le under the lnfluenci 

of intoxicating llqv Plr.jed on report and made P*A« 
C J General nes^ innpeo o it: *f ado ry 0 
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Pago 57 

0900 slok cal1 ^ ho9 P ltnl etaff . 

Census: Last report 363 Brig 0 

Admitted 2 Absentee* 0 

Discharged Q Lockward 4 

Total 255 P.A.L.'s 3 

0835 Oatp»« L*Jo f Phm2o, USN, discharged from the tick list and to duty, 
lot*: Hoepilitlee exist as of today. 

Mote: Cassette, J.L., Pho2c, USN, staff, transferred to U.S.S.Lanakl for duty, 
1235, 12-7-41. 

Duty completed. Relieved as officer of the Day by Lt.B.W. Cohen (MC) USNR. 



icoo 



APPROVED? 
(Signed) 



B.B.LANODON 
Lt(,Jg)(MC) USB 



1000 
1010 
Rot* 
HOC 
115C 
124' 

1000 



(Signed) 



B.G-oDATZS, 

Captain (MC), U.S. Navy 
f oanandlgg. 

Monday 8 December 1941 



Assumed the duty as Officer of the Day 

Heraplcman, 'f.N., Ha2o discharged to duty from sick list 

Supplies from iledioal Supply Depot being evacuated 

Gas masks issued to all seobere of staff and patients 

General nee* inspected, satisfactory^ 

Air raid alarm. 

Air raid secured. 

Hospital buildings and grounds inspect ed 



US 



(Mon, 12-8-41) 



Pace 59 



1530 
IKC 

163) 

lero 
leso 

1700 
1800 
1900 
3050 
2200 
2216 
22TJS 
2T-35 
2400 



2400 



Tire pump tested, reported to be In good condition 

Overton, A*S. SeaSc Ward C, placed on serloua list. Diagnosis! Pneumonia. 

Gas mask instruction for officers and nursss In Medical Library 

General mess lnepected, satisfactory. 

Evening sick call on all varde and 8.0. (fco 

Night crew mustered for the purpose of air raid instructions. 

Modified black out condition #1 In effect. 

Buildings, grounds, and wards Inspected to check on lighting. 

Night crew mustered, all present, and fit for duty. 

Buildings, grounds pud wards inspected, secure. 

Tales air raid alarm. 

All wards inspected and found to be properly evacuated 

Secure from .Vise air raid «\arn 

All lights out with th llowlng exceptions! - 

(1) Shar. light I at office. 

(2) Shaded llg I er gauge la power house. 

Buildings, grounds X wards inspected to check on lights, eevure. 
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Py 68 (oont) 

Tuesday. 9 Decenft»r 1941 

0030 Regular night cook reported in 3 hour* late because of lack of transport- 
ation faollitiss from hit horn. 
0200 Buildings, grounds, sad ward* inspected, ■•euro. 
0210 Air raid alarm 

0330 All wards inspected and found to be properly evacuated 
0610 Secure from air raid. 

0630 Buildings, grounds» and wards Inspected, secure. 
0700 Oeneral mess inspected, satisfactory 

(Toe, 13-9-41) Pap« 59 

0800 Sick call by staff 

0930 Lt(jg) B.F.Rltter to Cavite K&vy Yard to obtain side arms for ail officers. 
Hospital Census Report 



Remaining from last report 265 
Bumbo r admitted a 

Total 260 

Humber discharged BL . 6% 

Total mincer remaining 198 

Master at Arms Report 
Absentees 0 

P.A.L, 1 
Brig 0 
Lookvard 4 

1000 U(jg) K.P.Rittcr returned to Hospital 



1000 Duty completed, relieved by Lt(jg) S.F.Hitter (MC) VSV. 

(Signed) B. V, C0HSH 

U (HC) U.S.N.R. 

APPROYSDt 

(Signed) B.O. DAVIS 

Captain (MC), U.S.Bavy 
Commanding* LJR 

ZmttJtt 

Tuesday 9 December 1941 

1000 Assumed the duty as Officer of the Bay. 

U30 Preparations being made to evacuate all patients. 

1230 Hvaeuatiom of all patients completed. 

132S Duty completed. Relieved as Officer of the Boy by Lt.Coadr.J.R.Geoxge (MC) 

(Signed) B* F. SITTER. 

Lt.(jg) (HC) US3 
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Tuesday 9 December, 1941 Pflfi« QQ(cont) 

g Assumed the duty as officer of the Day 
0 Hospitr-1 buildings and grounds Inspected 
Fire pump reported in good condition. 
jJreiiing sick call, Ward Co 
00 Black out Condition #1, in effect for night 
1958 Air-Raid alarm sound edo 
2051 "All Clear" signal sound edn 
2150 Air-Raid alarm sound edo 
2350 W M1 Clear* signal sounded * 

Vote Lt(Jg) HoF.Hitter (MC) USH e Ann A* Dematitus, Nurse USN and Mary Chapman, 
Hurse USN detachedo To temporary duty* Sternberg 



Wednesday,, 10 December, 1941 



0123 Air* Bald alarm sounded 

022ft "All Clarr* signal sounded 

0245 Air raid alarm sounded 

0610 "All dec>r* Sounded 

0845 Captain DaTis and Captain Hoberts left on official trip to Manila 

Note Coadr Maurice Joses (MC) USH discharged Sick List to duty with this 
hospital and to Sternberg 



(Wed, 12-10-41) (Note by Dr a Roberts continued from p 0 60) 



-General Hospital In cbarg* dara! P»r»onn*lo WHo 

tf«dn*sday 6 10 D«o«ob«r e 1941 



1000 Duty completed. B«ll«Yad Tjf Lt* tf.M.Sllliphaat (MC) USH 



C«n*ue 



Remaining 
Tran»f*r to £ 
Admit tod 
Discharged 
Remaining 



198 

.nbefg 154 
4 
43 
6 



PAL 

ACSL 
AWOL 



1 

0 
0 
0 



APPR0T;iU; 



(Signed) 



BoGoDATIS 
Captain (MC), 
Cominandlago 



Loclcward 0 



J„ Ho OE0E0S 
Lt (MC) USHo 



Wednesday. 10 December 1941 

1000 Assumed the duty as Officer of the Day» 
1130 General miss Inspected* satisfactory** 
1235 *Alr Bald ^ai«c (See page 62 for details) 

•CaTitc Bobbed 
1350 •All i&eur 

•Injured reed from Ta*d* 300*400 
ffot* Surr5***a Medical Dept personnel from Naiy Tard e Ca , rite v were made part of 

Hospital Staffo LJH 
1900 •Began sweating injured to Manila Tia vater* 

^ntriea starred (•) are in Captain DaTie«e handvritincj 
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QQQO "finished evacuation Pte* 

•Evacuating Hotp to Sternberg and Phllo Union Colics*. (These notta written 

IjqT K«(KD<>) 

Q700 The Officer of the Day relieved from duty In order to proceed to 
Sternberg Koepltal and the Army Morgue In Manila for disposition of 
the dead* 

Believed by Lto B.tf, Cohen (MC) UoS,N.Ro 

( Signed) Wa Mo SILLIPHANT 

XXIXTX It (HC) U.S*N 0 

/2DIT0H ? S NOTJCi It erne starred (*) were subsequently Inserted by Captain 

Davis, prior to approval of the OUD Leg for this date.- DIXQS/ 

xxcqcx 

P^e 6$ 

Thursday 11 December 1941 



0700 Assumed the duty ae officer of the day* 

Bote Ml remaining patients being evacuated to Sterhberg Hospital In Manila 
Note All medical officers, nurses, and hospital staff except Lto J. D* Bo one 

(MC) U«5oN*, Lt(jg) W.HoMorgan (DC) U5H, Lt(jg) GoToFergueon (M«,C.)U»S 0 1U 

and Lt B II Cohen (MC) UoS.NoH* and 17 Corpsmcn leaving the hospital for 

duty at Sternberg Hospital in Manila* 
1030 Lt J.D.Boone (MC) UoS.N., Lt(jg) W.H.MoxBan (DoC)U.S.H., Lt(jg)G.T Q rerguso& # 

(MC) USB and a number of corps men left the hospital to establish a field 

dressing station at Canacao Blvd and the golf course* 
U15 Tales air raid alarm 
1130 Secure from false air raid alarm 

1230 SS Mary Ann departed from Canacao with supplies and personnel • 
1315 ftity completed* Left hospital for field dressing station 

(Slgued) Be Wo COHBHf 

Lto(MC) UoSoHoEo 

Approved 
• R« do UAVIS 

Capt (MC) USN UB 

[ •3DIT02S NOTE* All CO approvals of this Journal up to this point have been 
with a lubber stamp plus signature a The rubber stamp was 
apparently lost in the move from Canacao to Manila, for lt 
has made Its last appearance in this Journal* The next entry 
In Manila Is made by Captain LoJoRoberls, Executive Officer, 
whose Initials UB are frequently seen in the Journal* Pages 
03 and 64, contain the continuation of hie JoumiJL from Page 61 
- DIIOHoJ 
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£fgfj2g(cont) 

Naval Hospital t PhUlpplns Union Collsge, 
Manila. Pol, 

Friday f December, 1941 

On the •▼•nlng of 11 9 D«oemb*r t 1941 the Commanding Officer and Executive 
Officer movod oat to this college and opened th* UavaL Hospital hereo On 
this date additional ncnbera of the Staff arrived Including the Chief Buree* 
The hospital began to receive patients from the Arqr Medical Center and 
elssvherso Supplies were moved here from CoSacao as rapidly aa facilities 
permitted. The development and preparation of this institution as a Naval 
Hospital proosded rapidly during the dsy 0 

(Signed) L. Sm R0BEHT3 

Captain (MC) U.S.N* 
Executive Offloer 

Approved 

Captain (KG) USS 
Commanding 

Page 63 

Wednesday 10 # Deoember 1941. 

Continued f*om lln« 15 % page 61« 

When the air raid alarm sounded all personnel repaired to their 
designated air raid shelters located for tha most part under the malm 
bulldtngo 

Sneqsr planes In fonan^lon vera sssn passing over Saagley Point area 
In the direction of the »&?y Yard at (tevlta* In a few minutes thm •xploslcn 
of falling bombs was heard from the direction of the Ha v *ardo These 
explosions lasted intermittently for 30 - 40 minutes* 

About 1330 Casualties from the bombes areas began arriving at the 
hospital, and during ths next tvo hours 300-400 were received, consisting 
of both service and civilian* They vere distributed to wards B, Co D« and 
Isolation* all of which vera f liledc Staff personnel ware distributed la 
the various wards, and Ik addition three operating team worked continuously 
In the operating rooms until the tlas of the evacuation of the casualties 
to Sternberg General Hospital that night* 

Maiiy of the casualties especially those uho had been In danger of 
hemorrhage had reoalved first aid treatment prior to transfer to the 
hospltalo 
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frfed, 12-10-41) Sa iMa g £& StStes) £fifiLi2icont) 

At the injured vert brought in to tht wards thty vert txaalned, thtlr 
^oxjdi cltantd ond dressed, hemorrhage controlled, emergency splints applied, 
sorphint sulphate given vhtn indicated, and tetanus antitoxin girtn to all, 
fbose requiring inmtdlata surgery vert routed to the operating rooms at soon 
# tber* vat room for tham* 

There were approximately 35 deaths among thott received at the hospital, 
10 of whoa vert naval personnel, tht othtrs being Filipinos, most of whoa vere 
% t rj Yard employees. 

At 1800 tht Commanding Officer otdarad (Contiimtd tt- - * 

(Ved, 13-10-41) 

evacuation of all patients to tht 

-fltenbeig General Hospital, Manila, 

At 1900 evacuation of patients began on the Yacht Mary Ann, Three trips 
to Manila vtrt neoassazy, tht last load leaving tht hospital at 0800, 11 Dac, 
1941* 

the Filipino civilian dead vere turned over to a local undertaking fin 
In Cavltec The service dead vtrt transported to tht Ainqy Morgue In Manila* where 
Identification vae made, if possible, forms V made out and Internment carried out 
lm the UoS.Aroy Geostexy at Fort MoKinlty, Tht total Navy dtad burled there at a 
malt of tht abort bombing raid mmbtrtd 29, 5 of idiom vtrt unidentified, but 
who vere interred by a number corresponding to one placed on tht form H, together 
vith all identification narks o 

Tht follovlag nefwd Service men died at tht Canacao hospital prior to 
rraeuatlon of tht pat lent r. t o Sttrmbtzgl 

Hunter, S,J,, KatigK J*S.S,Staftragon5 
quesstth, H»0«, C.MH, US3 Tulsa. 
Hall, K*V«, Sl 0| OnSoS.Bltttrm^ 
Ashing, CaBn, T03c U,S,S,PHlsbury, 
Buthltr, OJt. RM3«u U,S«,S.Pilltbuiy. 
Brendlt, H,F. MMlo U,S*S.Plllsbttiy, 
Santon, H«M, Sic UoS t S,Pillsbuxy* 
Yllltgas, To No Sl^ fiadlo Sta. GaTltt. 
Hall, B,G % , HM3o Ship unknown* 
Cfae unldtntlfltd body* interred as #16* 

( Signed) Wo Mo 3XLLXFHM1T 

Liaut(MC)USI. OoO.D on 
10 Dec 1941, 
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Naral Hospital, 

Philippine Union College, 
Manila. P*I- 
Saturday c 13 D # cember 1941. 

13:80 Assumed duty at 0*0. Do 
114130 Narcotics from Supply Depot received and placed under continuous vatcho 

(Contained In 8 suitcases, 2 boxes and 2 buckets) 
HqO Supper ••rvedo 
to 

|j00 Satisfactory 

Secure* Hospital guard composed of U.S.M.service men and Philippine 
Constabulary posted since sunseto 

Sunday* 14 December 1941 

0600 Ml hands e 

0630 Breakfast served. Satisfactory c 
07DO Believed by Lleut 0 Jack George* M.S., USN 
Ctnsus Admitted 13 
Discharged 0 

Remaining 13 (Signed) L a B. SABTIH 

Comdro (HC) USH 

Sunday # 14 December, 1941 

0700 Assumed duty as officer of Day* 

Routine work establishing hospital oontlunedo 
1000 Duty completed. Relieved by Lt Cdr HoA.JErlokson 

(Signed) JACK R G GEORGE 

Approved* Lt (MC) USH 

/S/ RaO.DATXS 

Captain (MC) U~ TJR 

Sunday m . December 1941 
1000 Aftumed the as ^ "le«*~ of the Day 

1130 Inspected ge «ral most*. Satisfactory* 
1400 Captc KoS.Lovmaa (MC) U.S.No visited hospital 
1600 Lt.(jg) EoF. Hitter (MC) U.S*Ho reported for duty, 

Twelve convalescent naval patiente admitted as transfers from Sternberg 

Hospital* 

1800 Blackout Condition #1 In effect for remainder of nlghto 

Vote All naval and marine personnel doing guard duty and not patients 

at this hospital wre transferred to Receiving Station,. U.S. Ho* Inllsted 
Men 9 s Club, Manila* Polo for assignment at 1300 this dateo Names and 
rates as follows 

Kennsugh, G.T, # GHlc Ford. i:*A» t Sealo Howell, R»L 0 , Sealc 

Hoger, M.» 0f TH3c Galbralth, L. t IiM3o McCord, tf.E. # Sealo 

Morres^y, T.L 0| JJIISc Conell, D. f Teo3c Busso, B.A« , Sealo 
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Sunday, 14 December, 1941, 

StocXt. ^ s -i ^Ic, West, M.L., Sealc, Field. J.H.. Stale. Christian, C.H., 
P # coxwa^f sad Larson, R.V,., Sbalc, discharged to duty this data transferred 
to Beceiving Section, Manila for assignment at 1300 this data. 
Baesrvation guards posted* 
Sccurs 



00 

CO 



Monday, 15 December 1941 



ID 



)en»ral mass Inspected 

utojf BoB«lan«don (MO) US1I and Lt Jg F.V-Burley (MC) U.S.N, transferred ftoa 
Jtertberg 0 antral Hospital to Haval Station, Olongapo, P.I* for duty. 
00 Sick call* 
DfUf Admitted 12 

Brought forward 13 
| Discharged 5 

I Remaining 20 

|00 ftxty completed. Relieved by Lt. JnR.Oeorge (MC) USB 



(Signed) HoA.ERlCKSQN 

Lt Coiadr (M-Co) USIV 



Approved I 
/S/ R.GoDAVIS UR . 
Captain (MO) U.S.H, 



Hondas IS December ft 1941 
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0 Assumed the duty &■* Officer of the Day 

1 Inspected general mess. Satisfactory 

10 Lt. Jg CJUDvyer (MC) USN admitted sick lis% as transfer from Sternberg 
Hospital 

Seven convalescent naval patients admitted as transfer froa Sternberg* 
» Eighteen Constabulary guard on duty at this hospital under command of 2nd 

Heat. Slores, Philippine Coast abuloryo 
0 General mess Inspected. Satisfactory 

Drilling operatlone started on new artesian veil located on hospital grounds 
X> Black out condition #1 in effect, 
f Final rounds. Hospital secure 

p Burses M.H.Nash* and Z. Page, U.S.N* reported for duty from temporary duty 
SternbexK Hospital. 

Tuesday, 16 December* 1941. 

F Daylight eavlng time nov in effect. Clocks advanced one hour 
10 Genarol sees inspected. Satisfactory. 
to 3ick call 

f** Brought forward 20 Remaining 38 

Admitted 18 
Discharged O 
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45 

Eagf_fifi (cent) 



Duty completed, Relieved by Lt.(jg) E.F.Rltter (MC) USN 



(Signed) 



Approved. 

/S/ R.G„ DAVIS U£ 
Captain (MC) U.S.N. 



J .R. GEORGE 
Lt (MC) U.S.N. 



16 December 1941 



ICOO 
1015 

1030 

1100 



800 
Sot* 

2000 



0700 
0830 
0900 



Assumed the duty a* Officer of the Day. 

Sixteen (16) patients received a» tranafere from Sternberg General Hospital, 
Naval Unit (Eat ado Mayor) « 

Lieut. V/lUlrja M„ Sllllphant (MC) USN Reported for duty from Naval Unit 
(Est ado Mayor), Sternberg General Hospital* 
General noes lnepectedo Satisfactory., 

Ensign Richard S. Roberts USN admitted to S n 0.^» Sla/-;nosls: Impetigo. 

Duty party of three (3) departed for Receiving Station. 

General mess inspected. Sat 3 story. 

Blackout Condition No* 1 In % ict« 

livening 31 ok Call In Wards and S.O.q* 

Final Bounds c Hospital secure. 

17 December 1941 

Gsneral mess Inspected. Satisfactory. 
Sick call by Staff* 

Commander C,S,Cheever USN Admitted as Transfer from Sternberg General 
Hospital ■ Diagnosis. Exhaustion. 



17 Dsoember 1941 



rat 



1000 



The following figures pertain to all units of U.S.Naval Hospital, 
Canaoao, Pal. Tne following Units ars now In operations 
Sternberg General Hospital 
Sternberg Gsneral Hospital (Bet ado Mayor) 
Philippine Union College* 
Last Report 142 P.A^Lo - 0 
4 Brig - 0 
4 Lockwaxd - 0 
142 Abeenteoe - 0 



Admitted 
Discharged 
Reraalals'- 
Dnty completed » Bel lk. 



by Lieut. Coadr. HoA-Eriokeon (MC) U.S.N.R. 



Signed) 



Approved t 

/S/ H. Go DAVIS 

Captain (MC) USN 

Medical Officer in Command 



E» F„ P.ITTERJB 
Lieut. (Jg) (MC) USN 



AC 
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17 December 1941 

B*0 Assumed the Duty as Officer of the Day* 
y(oO In»P ect,l!(1 G *a*ml Mess 0 Satisfactory 
Hk Nine patients received from Sternberg 

E Gunner Clifford En Sweety USN Admittsd to S,0,Q,. Diagnosis; Shrapnsl wounds, 

left side chssto 
1600 General mess inspected*, Satisfactory* 
Htt Twenty patients received from Sternberg 

HLackoun Condition #1 in effect B 
2000 Final round i 0 Hospital setnrse 

Evening Sick Calls in wards and S»0«i^, 
Ete Two patients received from S t eitoberg 1700 

It, BoKoKline, (MC) # UoSeNo reported for duty 9 

18 December 1941 « 

0700 General Inspected© Satisfactory 

0800 It.Coiadro HoA.Erlckson^ (M*Co) U 0 S,HoRo to CarltSc 

0830 Sick Call by Staff. 

Genius Last Report 142 ?»AoLo 0 

Admitted S Brig 0 

Discharged 3 Lockward - 0 

Total Remaining 141 Absentees 0 

0830 Duty coapletedo Rellsred by Lto JoRoGeorge (MC) UoS.No 

(Signed) Lt.Condro HcA^BRlCKSOH (Mo Co) USHR 

Approrsds 

/S/ HoO.DAVIS j-_ 
Capt. (MC) US¥ 



foam 72 

18 December 1941 
0830 Assumed the duty a» officer of Day* 

1000 Duty completed. Hollorod by U, WoM.Sllliphant (MC) USH 

(Signed) JoRoOEOEOB 

Lt (MC) U.S.H. 

ThU *iday 18 December 1941 » 



1000 Assumed tho duty a« Of floor of the Day. 

1100 General moot inspected* satisfactory. 

1800 Bcundo of grounds and main buildings » 

1800 General moos inspected satisfactory. 

I»ts: Admission of Lieut. A.D n Gray U«S,N<, to S.Cty, 

1000 Black out Condition #1 in effeoto 



! 
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12-18*41) 72 (cont) 

£ Teniae <lck call la all wards and S,0,(i« 

it. I,N.LaVlctoire (HC) USHR reported for duty froa Sternberg Hospital at 1130 
It. E.F.Kline (HC) U.GaNo transferred tot the Naval Unit at Sternberg Hospital 
for duty at 11,30 

T V o patients received from Sternberg Hospital • 
final rounds | hospital secure*, 
EL Iit.Co J,A,Connell (DC) U.S.Ho reported for duty at 1500, 

Friday 19 December 1941 

General mess inspected* satisfactory. 
Marshall, '/»Ro fe CTM. IB reported from 10 days Iters 
Sick call by Staff 
pltal Census: Last report 147* Admitted 2 
Discharged 8 Remaining 141 

* Discrepancy in this figure dus to an error in report froa Sternberg, 
There are 80 patients in this hospc and 61 In Sternberg, 
Absentees 0, brig 0, lodcvard 0 f P A L*s Oo 



Friday 19 December 1941 
DOO Duty completed. Relieved by Lieut, IoH.LaVictoirc, (HC) U,S.N«R, 



Approved; 
/S/ H.O.DAVIS 

attain (MC)USN UB 
Medical Officer In Command 

Friday 19 December, 1941 



( Signed) V. M . SILLIPHANT 

Lieut (HC) USNo 



100 Assumed the duty as c er of the Day 

W Sweet, CE, , Gunner, left for duty on the Tanagsr* 

^ General mess inspectedo Found satisfactory 

Air-raid alarm sounded, 
25 All clear sounded 

55 Believed by W,M,Silllphant a Lieut, HC - USN„ 

( Signed) I oNoLAVI CTOIiffi 

Lieut HC - USNB 
Assumed the duty as Officer of the Day* 

Ths following Medical u fflcere lsft the hospital to assist in caring for 
casualties suffered in a bombing raid on Canacao, Lt« J*BnGeorge (HC), 
Lto I,NoLaYictoire (MC) and Lieut (jg) }5oR,Rltt«r (MC)« They vere accompanied 
by 13 hospital corpsmen. 
00 Rounds of grounds and main buildings 

30 Gen-ral mess Inspect ed t satisfactory from 0ana£ao, 

00 The above named Medical u fflcers and 12 oorpsmen returned to the hospital/ 

•° Relieved from duty by Lieut, I,N,LcVlctolre (MC) USH 

(Signed) WoMoSILUtPHABT, Lt (HC) USK, 
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***** goo-4p 

La A*Bua«d the duty as Officer of the Day. 

■ johneton, P.D., Lt.Comdr, USN, admitted with Shrapnel wounu* of scalp, 

1 rt ana and back. ° f 

onn Blackout Condition 1 effect .Llghting/clrarsttee outeide of buildings 

F plainly visible. C*^J 

1900 Sv«ning elck call on all wards and S.O.Q. 

^0 Late rounds, Hoepital eeo-^e. 

Saturday 20 December, 1941 

0 700 General moee Inspected. Found satisfactory. 
DM0 Sick call by staff. 

Last report - 141 P.A.L. - 0 

Admitted - 26 Absentee© - 0 

Discharged - 13 Brig - O 

Remaining - 154 Lookward - 0 
1020 Daty completed. Believed by J.R.Oeorge, L%. MC - DSN. 

(Signed) I. N. LAVICTOIBB 

Lieut. HC - USSR. 

Approved? 
/S/ R»G.DAYIS 

Captain (MC) USH LJR 
Hndloal Officer in Command. 

Page 76 

Saturday* 20 December, 1941 

pao Aesumed the duty as Officer of the Day 
1130 Oeaeral mess lnepected. Satiefn0»ry 
1600 Inspection of grounds and hospital 
1600 General mess Inspected. Sp*««factory. 
1800 Blackout eoadit«~** #1 in ct 

Evening sick ca JL1 wax •- S.Cq, . . . 

bl5 Morgan, J .P.. Phmlc, Bdwa: G.D., Phm2e, Turnsr, H.B. Phm2o apprehended 

by Executive officer attempting to leave reservation in government tmex 

without permission. Made P.A.L. awaiting action. 
§2300 Late rounds. Hospital secure. 

2216 McClatohey, V.P. Phm3o and Marshall, W.L. Phm3c made P.A.L, awaiting action 

for alleged theft of car. t*-.— • jss 

fcte Lieut. B. U. Cohen (MC) U.S.N„ preceded to Miravelee with Gift. Deeses. JHD 

Sunday, 21 December 1941 

0700 General mesa inspected Satisfactory 
0800 Sick call by staff 

Census Last report 164 PAL 6 

Admitted 7 Absentees 0 

Dlsoharged 0 
Rsmaining 161 
1000 Duties completed. Relieved by Lt»(jg) B.T.Btttex (MC) USB 
improved* R.G.DAVIS, Captain(HC)USN (Signed) JACK R. GEOBGB, Lt(MC)USI 
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Sunday 21 December 1941 

|L A „umed the duty as Officer of the Day. 

Mr Bald signal sounded. 
K "All clear" signal sounded. 

Oeaeral *ess inspected. Satisfactory. 
11 »,*idinps and grounds inspected. 

S s&sr- ^ h 0 

Morgan', J.Po 

Edwards, G.D, raN^c 
.«0 General mes« inspected. s ** uf ** 0 *?' 
K Blackout condition Ho. 1 to effect. 
Eje Sick call to vards and S.O.q. 

0 Late rounds. Hospital •«»»• v LasS rt (MC) USH tegethep-vitt 

Monday 22 December 1941 

Kqo Qeneral mess inspected. Satisfactory. 
10900 Air raid alarm lounded. 
0800 Sick call by staff 
0826 "Ml clear" signal sounded. 
0825 Commanding Officers Mast held in case of. 
Turner, K.-%. PhM2c 
Morgan, J.P«. *hKic 

Edwards, CD., PhMSo _ 
0. ntUB Last report 161 § 

Admitted 4 Absentees w 

Dleohaxged 1 Brig » 

Remaining 164 Lockward 0 

Ppga 77 

Monday 22 December 1941 
1000 Duty completed. Beliered by Lieut. Comdr. H.A.Erlck.on U.S.N.R. 

tm**m*At E» F, BITTER, Jr 

ApproTeds 
/S/ R« 0. DATIS LJB 
Medical Officer in Command 

llonday 22 December 1941 

10OO A.eunsd the duty as officer of the Jay. 
1130 
1300 



General mess inspscted. Satisfactory 
Libsi*ty party of 13 H.C checked out to Manila 



1320 Air raid signal sounded. 



1420 



"All clear" sonnd-cl. Di.gno.isj Bash. Body (D.U.) 

n t M>i9« US* ofl >i Admitted sicu J.«* a- 



1425 Kelly, 3«X« MH2c US* 



(Mon, 
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13-33-41) 2S£iJZ2 (cont) 

famO Buildings and grounds inspected. 

Hfo Oeneral mess insnscted. Satisfactory. , 

K it.(j.«.) E.R.Brewster (ChC) V.(S)USNR reported for temporary duty, 

mackont condition Ho. i« in effect. 
K W? J.S.Boone, (M.C) U.8.I. Lt.(jg.) tf»H.Korgan (M.C.) U.S.1I. and (10) 

hospital corpsaen repumsd for duty. 
MMO Slcl: oall in wards nnd S.O.^. 

Eg Lt.(jg.) G.T .Ferguson. (M.C.) UoS 0 N„ reported for duty, 
mco Late rounds. Hospital sscurs. 

Soo Watson, S3c; Leasy, A <* c « S2o absent from ward, 

rjote Watson, E.E. S3c. returned after 40 minutes, to ward, 

P pire 78 

Wednesday 23 Deoesoer 
HlO General mess inspected. Satisfactory. 

0755 E.r.Rltter, Jr. Lt(j.g.) (M.C.) USH and Q.T .Ferguson, J««W«««)J M « 0 *' USH 
f and ton (10) hospital corpsaen transferred to duty with 4th Marines. 
f«6t)0 Sick call by staff. 
C tQfU s Last report '64 P.A.L. 0 

Admitted 6 Absentees 0 

Discharged 2 Brlg7 0 

Remaining 168 Lockward 0 
Hotsi Lea^y, A.C. S2c Returned to ward after 8 hrs. A.W.O.L. 
hoOO Duty completed. Hollered by Lieut. (M.C.) Silllphant. W.M. USH 



(Signed) H.A.IRICKSOH 

Lieut. Coadr. (MC) USB 



Approved: 
/S/ R.O.DAVIS 

Captain (MC) U.S.H. 



Tuesday 33 December 1941 

1000 Assumed the duty as Officer of the Day* 

1030 Robarte, R.S„ Ensign, U.S.H. discharged to duty. 

1130 Osneral aees Inspected, satisfactory. 

1400 Dslibery trunks teturned to H.E.Heacook Co., Manila. 

BflDO Rounds of grounds and main buildings, 

1630 General nsss inspected, satisfactory. 

1600 Blackout condition Ho. 1 in effect. 

1800 Sick oall In all wards and S.0,c^ 

2100 Late rounds. 




i General mess . inspected, satisfactory. ' 
! Sick call "by Staff« 

Atal Census Last report 166 Admitted 1 
Discharged 13 Remaining 166 
Absentees 0, Brig 0, Xockvard 0» PAL ( s 0 
i Duty oompletad. Bsllsred oy Lieut I.N.LaTlctolrs (MC) USNE 
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h 0, DATIS L* Jo ROBEBTS, Captain, (MC) USN 
Htdioal Officer In Command 




Wedaeeday 24 December, 1941 



1000 Assumed the duty as Officer of the Day* 

1200 General mesa inspected. Found satisfactory 

1216 Bight patients receiTed from Sternberg Hospital • 

1MB Jaunty, G.iU, FhM3c 0 staff f admitted to sick list. Dta&: Bubo, inguinal, 

non Tsosrsalc 
1430 Harrington* £oD. § PhM2o 9 reported for duty. 
1500 Hospital buildings and grounds inspected© 

lots All arms and awsanltlon on reeerratloa ordered turned in to Mast eiwat-Arw 0 
1630 General mess inspect edo Found satisfactory 

1715 Sight tuberculosis patients transferred to this hospital from qpeson Institute 

1730 0urry f P. HAlo did not return with liberty party * 

1730 ttoodlng, (KB,, H a cho $ USN adfldtted fron St srnbsxg Hospital* 

1600 Blackout ooadltlon I in effect* 

1630 Sick call on all wards and S«0.(}. 

1930 Hlght crew metered. All fit for duty. 

WallaoSp R.D. t PhM3c reported AoV.O.L. 
2100 Late rounds. Hospital secure « Jnti t Jo Pfc and Harrleon t S.Po MMlc, absent 

at bed check* 

2310 But2 t Jo, Pfc.c USMC and Harrison. S.I\>, MMlo* returned to ward. 



Thursday, 25 December 1941 



0700 
0900 



General mess lr >*ct*d. Fcnnd satisfactory 
Sick call by st if. 



Last r sport ^56 P.AoL. 

Admitted 2 Absent eee - 

Discharged « 3 Brig 

Remaining - 155 Lockward 



0 
2 
0 
0 
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Siacutlve Officer's nasi held in the casns ofs 
0 935 Bat*, J- Pro. USHC 

I Harrison, S„Yc l>2JLc« USD 

» A'«u"d«d warning* 

Lqo Duty completed. tielleTed by J.R.Oeorge. Lt - MC - USB 

( Signed) I.H.LAVICTOIHE 

Lieut* MC • USSR 

[ Approved s 

0 a DAYIS/L.J .ROBERTS 

Captain (MC) USH 
■Mliaa <*»c« U Command 

Thursday e 26 December, IB41 

Ho Assured the duty as Officer of the Bay 

General «*«• Inspected. Satisfactory 
1330 the following named offloere and hospital corpsaea transferred to 

Karlrelos this dates . _ 

Boone, J« D„, Lt(MC)USH Morgan. W.H. Lt(jg)(DC)USH 

Stevens, J J Panic Andereoa. X.H. Phn2o Sanders,, Mi PhH3c 

Crawford, B.C. Phn3c Vfadley, B.D. HAlo tfendroff , B«, H&lo 

Hajberry, R.M. Ph«2c Bodson, MoE. HAle; Bradley, J .J. HAlc 

Wallace, S.D. Phn3c Junkar, D.S, Pha2o Proffet, L.M. Halo 

X 

Hpsnltal dlrsatod £l XISSlB A» ^BOUfi Willis. Coodt 16 

1800 Hospital bulldlage and grounds Inspected. 

1600 General mess Inepacted. Satisfactory 

J 1700 lots party In statl 1 chapel 

1800 Blackout condition effect 

■0 Sick call all wards . '^.O.^, 

MOO Bight crew nustered. A* fit for duty., 

MO Late rounds 

Friday, 20 Deosabsr 1941 

0 General ness inspected. Satisfactory 

Transfer of hospital to Manila area started 
■POO Slc'x call by staff 
Csr.su* Last report 14© 105 PAL 0 

Admitted 3 2 Absentees 0 

Discharged 4 4. 
Remaining *£• 153 
0930 Rsllered by Lt.Cdr. H.A.Brlckson (MC) OSH 

(Slcned) JoR-OBOa&B 

ApproT.d, » «- 

/S/ R.G.DAVIS 

Capt (HC) USB 
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£mdl&2 

Friday - Dec. 26th 1941 

f p,H« Assumed °ff*cer of the Day at Santa Scholagtioa 

2 to PH.FollowiBG patients received fron Annex D 0 Arngr Medical Center & Manllao 

^ Sutler, Francce B - CMM. U.r>. r >„Pcrcy 

Blrtt, Via R m Sealo UoSoSoPwry 

Ganttart t T.V. f Foreman, Navy Tard 

Bennett, J .Me - Gunner 

Fisher, James R - S*a2o - U.S.S-Asheville. 

Guidee, John Co Mllo 

Piptr t Robert Wb FFO. 

Truclance, D 0 M. - G.M,2co 

Smith, George - %t 

Mimosa Ignacio -» 0S2c 

Kay D CoBoKo 

El* Lee E, Bkr 1c 

McCrlllls, C.Po BK3co 
1445 Lieut. J.A.Steuaid (CSC) USHB (Oat Patient) reported 
1500 Patlente and Supplies from Haval Hospital, PoU«C» arriving and euppliei 

from Annex 0 - (Holy Ghost) arriving 0 
1700 Evening nealo Satisfactory*, 

1900 Building and Grounds Secure • Complete Black out* Sight watch eet • 

Seoo 27th 
0700 Horning seal * satisfactory. 

0900 Relieved by Lt.Coadr. CoCotfeloh, (H.C) U.SJfevy 

(Signed) MAURICE J OSES wa 

Approved: /S/ R„Q*DaVIS Condr (MC) UoS.No 

Ca^t (MC) UoS.H. 




Saturday 27 December 1941 
Santa Soholaetloa, Manila, P,L 

0900 Assumed the duties of the Officer of th« D^y 

Trucke and ereve moving material from evacuated areas « Oil fired in upper 
river area* 
[attei Air raid alarm elnoe 0830 • 
JttO "All olear 11 

■otti Capto KoLnLovaaan, MoC, USH. Fleet Surgeon* took up quarters this station 
this date. 

Votes Bet check shove 139 patients in the hospital* 3 civil lane, remainder 

marine and navy personnel c 
|*53 Air raid siren sounded. 
UOO Kooa djy aees Inspected, eatiefactory 0 
*500 Bldg and grounds lnspsctede 

las "All clear 1 * sounded* Ho loeees. Heavy booblxae 1a Port Area 9 and Passy River 

**ea, near the Treasury hulldingso Fires burning in the Walled City. 
l *50 Lto Coadr Baltsly, U.S 0 f . ret. grafted permission to ooout^ Quarters at 
the Bay Tiew Hotel . n 
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(Sati 12-27-41) £afflL-§i Uont) 

t640 Evening mete Inspect ed t eat lef act 0x7. 

18IO Anbul.?jnce dispatched to move dispensary crew and ^toCoadr. Brokenshlte, In 

charge; to the Tacht Club* Endangered by fire. 
j 8 30 Sick call made on all wards and SoO^o 

Buildings and grounds secured o 
2300 Buildings and grounds Inspect edo 

Sunday. 28 December 1941 

Q7Q0 Morning mess satisfactory o 
080 Sick call by ward medical offlcerso 

Ctntaes / 

Sunday fi 28 December 1941 , cont* do 

Last report 138 / 15 at Stembeig « 153 

Arrived 6 / § 

Total 144 159 
Discharged 2 2 

Bemalnlme 142 f 15 at Sternberg 157 

1000 Duties completed*, Believed by Lt. JoD«Boone t H,C 0f USNavy c 

(Signed) C*C„ WELCH 

Approved* Lt.Condr. M0C0 U0S.N0 
/S/ B.G.DATIS 

Captaln(MC) USH LJR 

Sunday, 28 December, 1941 

1000 Attuned the duty as officer of the Hay - 

1100 The following offloer patient t admitted (transferred from Sternberg 
General Hospital); 

St treason, J.B 0 , B*ttn USBf « Tuberculosis, pulmonary 
Ardour, C*Wo, Snslgn, USH - Manic Depressive Psychotlto 
Hamilton, D*Vf. Lt*(jg) USH - Fracture Comp. Left humerus o 
Jive enlleted men received in addition to above officer pereonnel 
1130 Air raid alarm 

1300 General meee inspected. Satisfactory <> 
1330 "All clear" 

1400 Cheever 9 Sumner Charlee, Comdr. U0S0N* discharged to duty. 
1600 Buildings and grounds Inspect edo 

Bote 76 UoSoArray patlente received from Sternberg general Hospital this P»M. 
1618 Air raid alarm* 
1705 All dear - 

1710 General mess ir *otedo 9 "sfactory 
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Sunday* 28 December (contd.) 

gptt Vl^t Juan * Pvto FaA * u s Arffl 3 r - di«d at 17DO ae the result of Injuries 
multiple external received at approximately 1230 this data when struck by 
sa out orao bile driven by an unknown driver - 
ig30 Slck 04411 tod« on all wards and SO^ - Remains of Vlray, Juan removed to 
Any Morgue. 

Buildings and grounds secured. 
2320 Hospital buildings and grounds Inspected* » 

Monday, 29 December, 1941 

07X5 General mess Inspected. Satisfactory 
oaoo Sick call by Staff. 
CaiMr Last report 142 
Admitted 84 
Discharged 3 
Heaalaing 223 

082O Air raid alarm «- 0980 All clear « 

10CO Duty conpletedo Believed by Lieut. J.R«Geoi£e, (MC) USH 

(Signed) JoDoBOCWX 

Lieut (MC) USH 

Approved • 

/S/ R 0 tt,DAVI3 tjh 
Captain (MC) USE 

Commanding Page 87 

Monday, 29 December, 1941 

.000 Assumed the duty as Officer of the D©y. 
200 General mess inspected. Sat its fact oiy. 

415 Comdr. S.C.Cheever U.S.H. admitted to So0 9 ^ o Diagnosis: Exhaustion from 

over exertion, 
500 Buildings and grounds inspected* 
gO General mess iuopected* Satisfactory 
800 Black out condition #1 in *«*ect 
Sick call all wards & SoO.^o 
•30 Hospital buildings and grounds Inspected 

Tuesday, 30 Peoember, 1941 

WOO General mess Inspected 
*0 Siok Q ixi fc y «taff 

Admitted 8 
Discharged 0 
Last report 223 
. Bemaining 228 
J*0 Air raid alarm. All dear at 0980. 
000 Daty completed. Believed by Lt. W.MoSllliphant. 

Approved (Signed) J.E.GEOBMI 

/S/ H.0.DAVIS, Capt.(MC)USH U ( MC > USH 
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Tuesday 30 December 1941 

l00 0 Assumed the duty as Officer of the Dny 0 

1200 General meet Inspected* satisfactory. 

jgOO Hounds of buildings and grounds o 

1620 General mess Inspect ed 9 sntiofactoryc 

1800 s lck oaLl In all wards and Se0*<4» 

18C0 Blackout condition tfl in effect. 

22Q0 L ate rounds «. Expiration of liberty, main gate closed* 

Wednesday 31 December 1941 

0700 Breokfaet inspected, satisfactory. 
0800 Sick call by Staff. 

Hospital census g Laet report 228 Admitted 1 
Discharged 0 Remaining 229 

Bote Air raid alarm at 0725, all clear at 0735. 

Absentees; Gaspa 9 L.J. Fhm2c Staff AOL 7 hrs 15 Bin P A L's 2 
1000 Duty completed. Relieved by Lieut iS.F.Kline (MC) U.S 0 Navy. 

(Signed) W.M.SILLZPHANT 

Lieut (MC) UoSoNo 

Approved 

/S/ R.G.DAVIS 

Captain, (MC) U.S>Navy LJR 

Page 89 

Wedneeday 31 December 1941 

1000 Assumed duty as Officer of tho Day. 

1200 General mess Inspected. Satisfactory. 

1200 7 Amy patients sent to duty In accordance with Inet ructions. 

1030 Above 7 personnel returned to hospital. To be sent out later. 

1645 Dstail of Army patients (25) sent out by ambulance In accordance with orders* 

1645 General mess Inspected. Satisfactory 

1830 Sick Call in all wards and S 0 q, 

1910 Anny duty party of seven (7) dispatched. 

2035 Army party of remaining ambulatory patients dispatched* 

2200 Late Rounds Expiration of Liberty, main gate closed. 

Thursday 1 Jr~ ary 1942 

0700 General mess inspected. srisfactoxy 
0800 Sick Call by staff 

Hospital Census* Last Reports 229 Admit tods 0 
Discharged* 66 Remaining; 163 
Absent see i P.A.L's; 0 

0930 Commander S.C.Sheevere, U.S.iU injured in fall from this building. Djagnosles 

Injuries, multljjfci', Bxtrc / - 
0945 Commander S.C.Cheevere, C >.H. died, as result of above injury* 
1000 ftrty oonplstedo Relieve <*y Lieut. I.H.LcVictoir** (MC) U.S.M. 

.Over) 



6? 



1*1-42) 



Approved: 
fS/ R.G.D. VIS 

Crvptaln, (MC) U.S.N, 



***** 



(Signed) 
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iS.F.KLINB 

Lt. (::c) u.s.ii. 



Tfeireday, 1 January 1948 
fc/nuned the duty as Officer of th« Upty 

lolera and dysentery irrimni nation on staff nodical officers, nurses and 
hospital carpNHL 

I Coroner* s Icons st held in ths catta of CoEaiandar Chewer, Sattuir C, U 5 S 
peneral m*£8 Inspect *1. Found satisfactory., 
iBaine of Co fcarjide? Ohoever taken to Fur.ernTia Pui. accompanied by Chaplains 
linn, Dr.Tid and Brewster* EoIl. 9 l/SH. 
3 Jflltardink, tf.H., Capt. U5N acLralttsd. Diagnosis; Appendicitis ch#<s&ic. 
^Bsn^ral mess inspected* Found satisfactory* 
Hfolldlucs and grcunds inspected* 
pv*ninc sick call on all wards and S, U#t^. 
All gates and windows secured* 
late rounds. Hospital secure. 



Friday, 2 Jnnuaxy 1S42 

General mses inspected: F-wnd satisfactory. 
D8C0 Sick call V staff* 

^Htal census: Laat r<t} 16J! Admitted ~ 1 

Dlschar^, * 2 Remaining -162 

12000 Approved Duty completed Relieved by Lt.(jg} G. K.Lambert, MC - USH 

HcGoDAVIS fcJR (Sieved) I-N.LAVICTOIRE 

Captain • MC - UrS.Navy Limit. -.MC - U3HR 

Friday, 2 January- 1942 
[1000 Asfmned duty as M o 0»R* 

[1015 Held Inventory of personal effsctr Conir. Cfceover. VzJluablsfi turned over to 

-^xscc oft 9 Other effects turned ov&r to Hogan,, C.Pha. 
pott- Men on duty - Connell, J. A. Lt.Condr (IC)U.S,.N„ Relief - M.O.D« At M,A.A.Desk~ 

7&ppy, L.H. # PfcMSc 
Comer! B.L. FhM2c 

Marine Orderly - Cluoins, fUft., Pfa. U.3*iUC. 
H Believed as K.O.JBo for lunch by Connell, J°A* Lt.Ccrcdr. 
Hp Assumed duty as HoOr)) 0 after lunc**. CHe^s ee/tiefactoiy 

p600 oilectric power failed. Orders g?v«n to «A» fcr rdl activities to draw all 

possible receptlcies full of water for emergency. 

Night M.AeAo Haase # 15. F. CoPh.M* 

7 men on special gr,te & grounds watch 
*'00 Relieved for supper t/ Relief M^o.l). G.Mess satisfactory* 
1800 Assumed duty t' M )•£• after supper. 

1900 Gatee secure* ,f L rfcen s^; r * throughout hospital ordered. 

W05 Fire in InciL z? r in location of galley containing exploding shells 

extinguished \y yard 
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u 1*2-42) Wm 91 (cont) 

\1pX& round c made. 

Jfc.Off. ordered all standing lights turned on* 
Hlght watch metered and on station. 
Bed check. All patients present* 
000i Hounds of grounds made, all quiet & In order. 

Saturday, 3 January 1942 

Rg Japanese soldier pounding on front gate - — - (to « 

Page ft2 

(fat, 1-3-42) 

vith butt of rifle* When gate opened by Mo A. A* the soldier vent on his way. 
0500 Ktveille of the day watch. Buildings and grounds Inspected. Front gate 

opened at 0645 
0700 Vfard rounds made. General mess inspected. 

0710 Japanese soldier with fixed bayonet searched front gate sentry and examined 

personal effects which he returned. 
0715 Japanese sentry requested front gate closed, complied with. 
0800 v/ard rounds by staff e 

ta*u* - (Previous -report a a error. Corrected census is. 

Rwoalni? 163 161 Admitted - 0 
Dischar^ 0 Remalning-MS 161 

t000 Duty completed. Relit by Erlckson, H.A. Lt.Comdro (MC) UoSJoR, 



Approred: 
/S/ RoO.DAVIS 
Captain (MC)xU.S.lT. UR 



(Signed) GORDON K„ LAMBERT 

U (jg) (MC) U.S.N. 



* Off* 9g 



Saturday, 3, January 1942. 



000 Aesumed the duty as Officer of the Day. 
130 General mess inspected. Found satisfactory. 

1350 Three Japanese Officers and two Japanese Civilirtfis arrired and conferred 

with Commanding Officer, 
405 The abore group left. 

mm General mess inspected. Found satisfactory 

^0 Buildings and grounds Inspected 

•00 Evening sick call on all wards and B«0»<t« 

% B50 Ford car, Manila license 1-10703 crashed into N.V. corner of wall of Compound, 

demolishing a section of fifteen feet. 

All gates and windows secured. 
*3X> Late rounds. Hospital secure. 
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Sunday B 4 January 1942 
General mess incp^ctede Pound satisfactoryo 
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JX Sick call by Staff. 

JJ^L,. Last Report 161 Admitted 0 

Discharged 0 Remaining 161 

Duty completed. Believed by Lieut. (11. C„) J.D.Boone, U.S. ii 



iooo 



Att'ROVBD 

is/ r.g.davis 

Cfcptaiii (M.C.) U.S.H. LJR 



(Signed) 



HoA.ERlCKSON 

It, Coodr. (H.C.) USNR 



Stinday « 4 January, 1942 

Assucwd the duty as Officer of the Bay - 
Xieut. S.V/.Snith (DC) USN Assistant 0 0 D, 
General mess inspected. Satisfactory 
1500 Buildings and grounds inspected. 
1700 General mass inspected. Satisfactory 
1800 Evening sic': call on all wards and S.O.q,, 
1900 All gates secured. 
2230 Late rounds. Hospital secure » 

Monday £ January 1942 

■800 Sick call by Staff - 

Cenous; last report 161 Admitted 

Discharged 0 Remaining 

1000 Duty completed. Relieved by Lieut. J.R.George (MC) USN. 

(Signed) 



0 
161 



Approved* 
B.GoDAYXS 
Captain (MC) USN 
Commanding - LJR 



J.D.BOCNJi 
Lieut (MC) USN 



Monday, 5 January, 1942 



0 Assumed the duty as Officer of , the Day* 

W.A.Morgan (DC) U.S.N, Asslctart 0«O.Do 
1000 General mess inspects Satisfactory 

Buildings and grounds inspected** 
1700 General mess inspected* Satisfactory 
1800 Evening sick call on all wards and SoO.tio 
1900 All gates secured. 

2215 Koenig Kenneth Oliver, Machinists Mate lc U.S.N„ died. ESUgnoelsi Wounds, 

multiple, extre ; 
2830 Hospital secure - 
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Tuesday, 6 January, 1942 Page 95 (cont) 

LgQO Sick call by staff* 

Csnsu fi: Last "port 161 Admitted 0 

Discharged 1 Remaining 160 

kgoo Duty completed. Believed by Lt. E.F. Kline (MC) U.S.K. 

(Signed) J.H,GK0RG2 

Lt(MC)USN. 

Approved! 
/S/ RcG.nAVIS 
Captain (KC) USH LJR 
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Tuesday 6 J anuary 1942 



foOOO Assumed duty as Officer-of-.the«J)ay* 

*1000 General mess inspect ed* Satisfactory, 

1300 Janney, G,A« Phm3c corpsman of staff t discharged to duty this date* 

1800 Buildings ond grounds inspected 

1645 Remains of Koenig f K» MKlc, U.S. No left the reservation* 

%1O0 General mess inspected* Satisfactoxy 

1830 Evening Sick Call* all wards and S.O*^. 

1900 All gates secured • 

P200 Buildings and grounds inspected. 



Wednesday 7 January 1942 



0700 Coffee mess Inspected- 
0800 Sick call by Staff. 



Census: Last Report 
Discharged? 
1000 Duty completed. 



160 Admitted: 0 

1 Rec 'ning: 159 
Relieved by Lt. W-H.Silllphant (MC) USH. 



(Signed) 



Approved: 
/S/ R,G 0 DAVIS jr R 
Captain (MC) USN. 



E« F„ KLINE 
Lt* (MC) U,S,N« 



Wednesday 7 January 1942. 



1000 Assumed the duty as Officer of the Day, 
1000 General mess inspect ed fl satisfactory. 

1015 Inspection of hospital and grounds by several Japanese Officers e All radios 
taken by them. 



The following automobiles vers also taken by them at this time:; (l) American 
R«d Cross Ford V8 % (2) ?ord V8 USN #1Q 9 (2? Lincoln Zephy-, the personal 
property of Lieut J,A, Stewart. C.B.C- U»S.N. 
1400 Japanese took over the compound and placed Japanese sentries around the walls 
All American sentries relieved, All Americana ordered to remain Inside com- 
pound and not to loiter near the vails. 
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Led, 1-7-42) Page 9? (cont) 

l5 00 ftKH"* 8 °f m&ia building. 

1700 General mesa inspected, satisfactory. 
Hi) Sick call on all v/ards and ScOn^o 
Ejq Late rounds e 

B$e. In addition to the automobiles and radios mentioned above the Japanese 

Officers also took several bottles of qtiinine which represented most of 
the supply on hand* 



Thursday 8 January 1942 D 
0800 Sick call by Staff* 

Ctnsus: l*ast report 159 Admitted 1 

Discharged 0 Remaining 160 

JoU Rapp, TcC, HAlc USH, Staff # admitted to sick list, dlngaosis - myositis, 
thoracic. 

1000 Duty completed* Relieved by Lieut (jg) G«K.Lambert, (MC.) USNavy. 

(Signed) WoM.SILLIPHAOT 

Approred: Lieut (UC) USN a vy D 
/S/ R.G.DAVIS 

Captain(HC)USNo LJR 



Thursday. 8 January 1942 P^gf 9 g 

1000 Assumed duty as Of f icex*-of-the-i oy 
10C0 General Mess Inspectedo Satisfactory * 

1030 Taioanglo, Ramon C. NAttld reported as a patient absent from his ward 

Diagnosis; Vound, 3 ated, rt. shoulder 
1045 Japanese Cffici_ to cenfere with the Commanding Officer. He Issued 

passes to Fllip: ao jaen tud gave the following patients permission to leave: 

(1) Tof „ A. f Civc (Humanitarian) 

Diagnosis* Cslculup, rto kidney 

(2) Bondoc, R«, Civ. (hum.) 

Diagnosis: Fracture , simple! rt. temporal bone. T 

Discharged home at 1105 
1500 Buildings and grounds inspected. 

1614 3 Japanese Officers and staff entered to make Inspection of Buildings, 

grounds^ personnel, and belongings* and storese 
1750 Above mentioned officers left reservation 
1800 General mess Inspected* Satisfactory. 

1815 2 Japanese Officers and staff entered to examine automobiles and took copy 
of official letter of Commanding Officer to Com. Off, JoBcF* on status of 
Medical Center 

1835 Above mentioned officers left reservation 

1840 The below mentioned patients were placed on report by Dr. George 

'(Tbu, 1~8«42) Page 99 

for not reporting for General Muster 

Splzzlro, % (S2c)~» 7ound, lacerated* It. foot. 
Goudge, A.L» (S2c)- Fracture, Sinple, It. pr.tella 
Cosn*r, Wilson 'S2c)~ Inflamed Cyst, t *toar t coccygeal. 



1910 
2100 

2300 
2300 
2400 



0600 
0630 
0715 
0720 



0830 
0800 



1000 
1000 



10CO 
100C 
1100 

1230 
1500 
1515 
1545 
1615 

• TOO 
1745 
1800 
1900 
2045 
2200 
2240 
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Evening sick call on all wards. 

Eight nwrtw watch reported for duty. 

Bud check made ond all pat lent * present 

Late rounds o All wards quiet . 

Buildings raid Grounds inspected* secure. 

Friday. 9 JfflEfiry 19*3, 

Buildings and Grounds Inspected, secure*. 
Reveille day watch. M.A.Ao reported uneventful night. 
Taimanglo, Ramon C, M.Attic, Ward 22, still reported absent . 
Saporsantos, C. (N.S2c) « Fracture, rod & 3rd Lumbar Vertebra, Ward 22, 
reported absent by Day Corpoman who said he was present at 2100, l~»8-42, 
Wight corpsmen reported him in hie bank at 2200, 1-3-42. 
Bat: inspection c;T all personnel conducted. 

- 160 
1 
2 

- 159 

weapons & radio turned over to custody of O.O^D. 
H.A.Erickson, (MC) U.S.N.K. 



Census Report Last Report 
Admitted 
Discharr 
Remaining 
Bag inspection completed, all 
Relieved of duty by Lt.Comdr. 



Approved: 
/S/ R.G.DAVIS 
Capt. (MC) U.S. He 



(Signed) 



G.K.LAMBBRT 
Lt(jg) (MC) USK 



LJR 



Friday, 9 January 1942 



Assumed duty as Officer of the Day. 
General mess inspected. Satisfactory. 

Lt.Comdr. Isao Hatnkeyana of the Japanese Imperial Navy end two civilian 

doctors arrived to confer with Commanding Officer. 

Japanese Medical Offi cor and civilians leave. 

Buildings and grounds inspected. 

Two Japanese officers arrive 

Above officers leave 

Lieut. B. Iwashlmiso and a Japanese Major Ota arrive. Firearms and knives 
turned over. 

Satisfactory. 

ansae civilian arrive to inspect medical storee. 

nd SoO.c^o 



General mess inspect 
Japanese Officer and 
Sick call on all wa 
All Gates Secured. 
Japanese Officer* LS 
Building and ground 



To Mikami, and civilian arrlvedc 
»spe?ted< 



Lieut. Tp Mikami cal »d fox Costa, E.M. E?'3c, taking him to headquarters. 
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Pn/*e 100 (cont) 

Saturday t 10 January 1942 

0700 Coffee mess Inspected. 
0800 Sick call by Staff* 

Centrum Last report 159 Admitted 0 

Discharged 0 Remaining 159 

»000 l^ty completed* Relieved by Lt*Comdr* H^Brokenshire, MC-V(S) USMR 

Saturday, 10 January 194n ^age 191 



Approve is 
/S/ RoGoDAVIS 
Captain (IIC) U3S LJR 



(Signed) H,A*&:ICKSON 

Lt.Ccmdro (tlC)(V)(S)USIIR 
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Saturday Jan. 10 f 1942 



1000 Assumed the duty as officer of the day* 
1000 General mece Inspected* Satisfactory, 

|1025 Four Japanese officers and one Japanese civilian entered compound* Two of 
the officers were - Major Ota 9th and Captain Onori - 10th* both of the 
Medical Corps* Imperial Japanese Army. 

1115 The above mentioned party left the compound* 

1130 Costa, E*n* R.M 0 2c* U*S a N. returned to the compound ,by Japanese offlclals 0 
;13S5 Two Japanese officials Inspected guards and grounds. 
1350 The above meationed Japanese officials left the compound* 

1421 Six Japanese officials (Medical Corps) entered Compound and mr^de an inspection 
^1500 Buildings and grounds Inspected* 

1512 Above mentioned Japanese officials left the compound* 
1C05 Japanese guard appropriated the M,A*A*clock* 
1700 General mess lnspectede Satisfactory 
1800 Light set up for Japanese gurxds. 

Sick call - all wards and S*0*^ o 
1900 All gates secured* 

2200 Buildings & grounds Inspected secure all ward* quiet „ 

fiKlJLQS 

* iday Jj? T 1942 

0700 Coffee mess L~*ipeett 
0800 Sick Call by Staffs 

Census X at Report 159 Emitted 0 

Discharged 1 Remaining 158 

*ote The patient discharged was*- Eapp, P.C* H*A«lc staff - returned to duty. 
1000 Duty completed Relieved by J*D*Boone Lieutenant M.C*-.U*J.N« 

( Signed) Ho C.BRCK>2iaaiRB 

Approved - Lieut* Comd M0- USNR 
/S/ R a G*DtVIS 
Captain MC - USN. LJR 
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Sunday, 11 January, 1942 

1000 Assuned the duty as Officer of the Day 

Lt.ConxIr. C.ToCross, (DC) USER Assistant 00D - 
iQf o G«nernl mess inspected* Satisfactory, 

^005 One Japanese officer arrived to confer with the Commanding Officer* (Lieut. 

Ivashimazu) 
1115 Japanese officer left the hospital 0 
jgOO Builrtin^s and grounds inspected. 
fTOO General mess inspectpd. Satisfactory. 
1BC0 Evening eic ? : call on words and S.w.> 
8060 Hie 11 * corpsmen mastered. All fit for duty. 
2215 Late rounds » Hospital secure • 

tlondoy, 12 January 1942 



0900 Coffee mess served • 
0800 Sick call by Staff - 

Census: last report 158 Admitted 0 

Discharged 0 Remaining 158 

Absentees 2 

1000 Duties completed. Relieved by Lieut. J.R.George (MC) USN. 
Bote Lieut. Iwashimasu arrived at hospital at 0930 

(Signed) J.D.BOOHJC 
Approved: Lieut (MC) USH 

/S/ RoG,DAVIS 
Captain (M0) USH 
Commanding 



Monday, i January, 1942 

1000 Assumed the duty as officer of the Day 

Lt Cdr. J.A.Connell (DC) USK Assist O.O.D. 
1000 General mess Inspected. Satisfactory 

1015 Weill-.. Paul James, Tech. Sgt. (mess) t U.S.H.Co Diagnosis: Epithelioma, Lover 
lip f transferred to Philippine General Hospital for treatment. 

1110 Going, R..:. Pho2c (Staff) Diagnosis, Otitis media, acute, admitted to sick 
list. 

Note Lieut. Xyashlmata left the hospital 
1500 Buildings and grounds inspected. 

1645 The following listed motor vehicles under the custody of this hospital 

were taken (commandeered) by the Japanese Amy Authorities from the hospital 
grounds over the protest of and without the permission of the Commanding 
Officer, Captain R«G.Davis(MC)USN Truck "A" Ford- Supplies- general trucking 
Ambulance, Bulck, Navy License #45 Truck- ParWinerlcan Airways* License 
S-1582 Truck- Wrlgley- License T2923 Truck, (Chevrolet, No 1 Dump truck. 

License #45 Truck Ford Station Wagon, Ship's Service, Navy Mcmumjl §7 m ^ 
Truck, Chevrolet, 1 ton. Stake body truck. Navy license 127 TruckTD r Ford- 
Supplies Chevrolet, open panel, Truck No f 1&35 model Chevrolet, stake 
truck, ton f 19S8 model 
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1700 Gen"*** 1 ro6M • . ect*d. S-^&ipxtory 
1800 B^eninfi 8ick ^ -1 on vardB & SO , 
305C Night corpsmen mastered. All fit for duty 
fg45 Late rounds. Hospital secure 

Page 106 

Tuesday, 13 January, 1942 



0700 Coffee mess Inspected* 
O0OO Sick call by staff. 

Census; Last Beport 158 Remaining 159 

Admitted 1 Absentees 2 

Die char* ed 0 
000 Duty completed. Believed by Lt. W.M.Silliphant (MC) U.S.N. 

(Signed) JACK He GE0BG3 

Lt. (MC) U«S.N. 

Approved . 
/S/ HoG.DAVIS jj R 
Captain (MC) U.S.N. 



Tuesday 13 January 1942 

1000 Assumed the duty as Offic* r of the Day. 

JoL. ifaager, I't(jg)DC. USi ssH Officer of the Day. 

General mess inspected, r *.sfactoiy. 
1015 T w o Japanese civilian Oft *-T* arrived to confer with the Commanding Officer. 
1100 Four J apanese Officers and one civilian arrived to confer with the Coraandlng 

Officer. 

1500 Buildings and grounds inspected* 

1515 The above Japanese Officers departed. The civilian, Mr. Ota, and the Officers 
Inspected the hospital in order to find office epace for some Sanitary Corps 
Officers. 

1700 General mess Inspect ed v Satisfactory. 
3050 Night corpsraen mustered. 
2300 Late rounds, hospital secure. 

5flfie lp? 

Wednesday 14 January 1942 

0630 Reveille, day vntch. 
0800 Side call by Staff* 

Hoepit&l consult. L a at report 159 Admitted O 
Discharged 0 Bemaining 159 

Absentees 2 

1000 Duty completed. Relieved by Lieut. E.F.Kline (MC) USNary. 

(Signed) U.M.SILLIPi^iET 

Lieut (HC) USN 

Approved? 
/S/ r R.G J>AVI* 
Captain (MC) J3Na-ry LJB 
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Wednesday 14 January 1942 
1000 Assumed the duty as Officer of the Day* 

1000 Capt. T. Yoshida and Lt.Comdr Isao Hatakeyania, Medical Officers, Japanese 
Imperial Navy, visited the hospital© Note: General mess inspectedo 

1045 Above delegation left the reservation. Their telephone number given:2«06<>35. 

1615 Military Police Officer, Imperial Japanese Army, nnd a civilian, visited 
hospital to make an inspection* 

1640 Above delegation, Lt. Hatogai, Japanese Military Police In charge, left the 
reservation. 

1645 Delegation of 3 naval officers, Imperial Japanese Havy f and a civilian, 

visited the hospital 
1700 General mess inspected- Satisfactory* 

('.fed, 144-42) Pitt* 108 



1720 Above delegation left reservation, taking nil regaining cars and second 
ambulance vis;. Ambulance - Lie* #46 navy. 

Ford Sedan Llco #10 navy. 
Ford Sedan No number (navy) 
Ford Sedan Lie. #3 navy 
Ford Sedan Manila Disp..- Navy 
Old Ford Sedan #15*585 
Chevrolet Coupe #15-635 
This party in charge of Lt.Cdr Hatnkeyama, Imperial Na*y* Cars removed over 
protest of Commanding Officer* 
1800 Sick call on all Vards and S e 0^« 
2200 Buildings snd grounds inspected* 

Thursday 15 Jrimary 1912 

0700 Coffee mess intr -tedo 
0800 Sick call toy Stkff • 

Hospital Census: Last Report; 159 Admitted: 1 

Discharged: 0 Remaining: 160 

Absentees: 2 
1000 Duty Completed. Relieved by Lt, I*N.LaVictoire, (MC) U.S. No 

(Signed) 3o F* KLINE 

Lt, (MC) UoSoN* 



Approved: 
/S/ RoG.SAVIS 
Captain (MO) IT.ScNo 
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Thursday, 15 January 1942 

1000 Assumed the duty as Officer of the Day* 

\U Fa Morgan, Lt (Jg) DC - USN - assistant Officer of the Day* 

1000 General mess inspect ed 6 Found satisfactory. 

J430 Delegation of Japanese Officers arrived. 

H| Japn**e Army Officer arrived* 

1500 Hospital buildings and grounds inspect edo 

1545 All Japanese Officers left the hospital 

»700 General mess Inspected. Found satisfactory** 

J800 Evening side crll on all war is and S,u,v i0 

^300 l*ate rounds. Hospital se^re. ^ 

wots Lt.Comclr. llatekeyama in large of Japanese deleg ation 

Friday, J TaTiary 1542 

£700 Coffee mess Inspected* 
0800 Sick call by staff 

C#usus L&st Report « 160 Absentees « 2 

Admitted - 1 Renainlng - 160 
Dis charged - 1 
|000 Duty completed. Believed by Lt(jg) G„KoLambert MC-USH. 

I«I:.LAVICTOIflE 
Lieut • MC - USNR* 
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1000 Aseuned duty as Officer of the Day. 

C.T.Cross, Lt.Comdr., DC-V(S), USNH, Aesto O n OoD. 
1000 General mess inspected, satisfactory. 
1030 General Muster of crew In main lobby by C.0 0 

1400 Japanese Arny Officer came t© confer with CoO« Captain Ivasakl, Japanese Arrqr, 
1500 Grounds lnsy"»tedo 

1520 Mr. So Kajl ^ivll °ff cer, (attached to Navy Hots*) celeste* 
individual, 7 at * sat Ion with the following mens 

Cajmpbell rn -»Mc2c f Diagnosis* Syphilis 

Tlnaley, x 0 T« 2c, Diagnosis: Wound, laoeratedo 

1535 Captain Iwae&u- iepartnd; visited convent. 

1630 Mr- S tt Kajita departed. 

1700 General Mess Inspected, satisfactory. 

1800 Sick call on wards. 

1050 Captain Iwasakl departed after his 3rd visit. His guards sealing all 
Clausura doors. 

1900 Johnson, L.A., Pvt. (MC) USA admitted, Enterocolitis, aco 

2100 Night watch reported for duty. 

2200 Bed check, all patients present 

2400 Buildings and Grounds inspected. Ward rounds 



(Signed) 



Approved i 
/S/ RoG. DAVIS 
Captain, MC - USN UE 



Friday, January 16, 1942 



CHUCK) jouhkal: a- 0 - 1 *™; CApCAlK - MC * USN * M0IC 68 

****** jSgSrAB 



Buildings and Grounds inspected. Ward round, 
eille all hands day watch 
i Rounds by Staff. . 

"?> Wl^ - 161 
Discharged - 0) 



Page 110 (cont) 



P f V?e 111 



(Sat, l-l?-4 2 ) 

[ Signed: LAIUBHT, G.K.. Lt. (jg) (MC)U.S.N. 

Approved: 
/S/ H.G.DAVIS 
Captain (MC) U.S.N. 1JR 

£^e_llS 

Saturday 17th J anuary 1942 
1000 Assumed duty as Officer of the Day. 

|0OO General mess inspected - s ^ lB J aC *^: ^ baerage ordered moved to 

|b0 Japanese authorities took away Costa. 3,11., H.H.2c U.S.N. 

1400 Tinsley J . T.Mo2c questioned by Japanese of 

gs00 Costa 3,H. BM2c returned from custody of Japanese officials. , 

l£O0 Building, and grounds inspected. 

1700 General mess inspected - .atlsfactory. 

11800 .^ick call on all wards & S.O.q. 

aoo Night corpsmen mustered nnlat. 

8800 Building, and ground, inspected secure. All warda quiet. 

Sun da. *.h Jamtary 1941 /sic/ 
[ 0700 Coffee nees insp^c 

P are 113 

(Sun, 1-10-42) 

1000 Duty completed Relieved by H. A. Brick. on. Went.Comdr. M-C-U.S.N.R. 

I Sl/med) H« c • JBCESH3HXBE. 

(Signed^ Li«ttt, Comdr. M.C.-TJSBB. 

Approved - 

/S/ H.G, DAVIS 

Caotain. MC- U.S.N. US 



CaEaCAO JXBltAI.: 



R.G.MVIS, CAPTAIN, MC, U3M, MOIC 
**•*» 
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Sunday, 18 January 1942 



LjOO Assumed duty as Officer of th* Day* 

Lnn General mess inspected, satisfactory* , w 

}So Bell, B.R. Ph.M.3c, Diagnosis, G.C.Urethra, chronic, admitted to sick list. 
Hp Buildings and grounds Inspected. 

l7 po General mess Inspected* Satlsfactoxy. 

1600 Si<* csl1 0X1 n11 wardQ find S.O„t<,. 
I a00 Wight oorpsmen mustered. 
Eqo Building and grounds inspected, secure. 

Hfc Tarple, Oscar So Pfco USMC reported missing from ward. - 
0050 Fargle, Oscar S. Pfc. USMC reported in at Master at Arms desko Said he fell 

asleep In Bunk in Surgical tyyrd. ^ _ c _ a 

nioo Japanese officer entered building and Inquired about Fargle, O.S* Fargle was 
told by Japanese officer to go to his ovn bedc Japanese officer and sentX7 
made rounds of grounds and fence* 
[ 0130 Japanese officer left* 



Monday, 19 January 194*2 



0700 Coffee mess in* 2tedo 
P800 Sick call by in&aff . 

Last Rev t 



162 Admitted 1 
Diechcirfc 0 Remaining 163 

lotet Fargle, O.S. PfcUSMC. uSx.Offlcers Mast* Punishment Awardedo Probation. 
1000 Duty completed. Believed by J.D.Boone, Lieut. M.C. U 0 S.K. 



(Signed) 

Approved 
/S/ RoGoDATIS 
Captain (MC) USH 

Comrcjxdlng 

Monday, 19 Janoaiy, 19*2 

1000 Assumed the duty as Officer of the Day. 

Lieut. S.tf.Smith (DC) USN Assistant 0*0. D e 

1000 General mess Inspected. Satisfactory 

1500 Buildings and grounds inspected. 

1700 General mess inspected. Satisfactory. 

1800 Evening sick oall on vards and SOt^ 

3050 night corpsmen flustered. 

2300 Late rounds. Hospital secure. 

Tuesday, 30 January 1942 



0700 Coffee mess served - . 
0800 Sick call br staff 
Census . taltt re 

*L.sch_ *d 



16* •Admitted 
Remaining 



H.A.HRICKSON 
Lt Comdr. (fc.C.) U.S 0 N.R. 



LJR 



1 

16? 
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■ 1-20-42) 

»^ompleted. Relieved V W~t. J.^Oeorge (MC) USN 

t*4**mA\ J.D.BOONE 
Approved* Llcuto (MC) 0SH 

B.G.DAVIS 

Captain (UC) USN LJR Pfya 115 

Commanding 

Tuesday, 20 J' sry, 1942 

Lo Assumed the duty as Offi r of the 

1 Lt(jg) W.H.ltorgan (DC) VSm aLiUtant to O.O.D. 

General mess Inspected. Satisfactory, 
'SS &^TirOfflcers with Sgt. Yamashita as senior officer. 

l63 0 Hafanese naval medical officer with rank of LtCdr. callsd ** left hospital 

r at 1660. (Name! LtCdr. Isao Hatakeyme) 

Bo General mess Inspected. Satisfactory 

K Japanese military Police officer, left hospital 

f;1800 Evening sick call on wards and S.o.t*. 

K gn Night corpsmen mustered . 

Hp Bed check. No absentees 

One, Into their custody. 

Wednesday, 21 January, 1942 

070C Coffee mess served. 

0800 Sick call by staff. . 0 

Census* Last Report 163 discharged 9 

Admitted 0 Remaining l" discharged from sick list. 

1000 Duty completed. Re »d hy Lt. V.Il.bimpna™ 

J.K.GEOBGB 
(signed) M (KC) USR 



Approved? 
/S/ R.G. DAVIS 

Captain (UC) USN 
Commanding 



Pare 116 



Wednesday 21 January 1942. 



1000 Assumed the duty as Officer of the Day. 

Lt.C. C.T.Crosa (DD) USIIR. assistant 0.0.D, 
General mess inspected, satisfactory* 

1500 Buildings and grounds inspected. 



I ***** 268~45 

1-21-42) Pfi£tJuL6 (cent 

General mess Inspected,, eatlsfnctoxyo 



1700 
1800 



Evening siclc cell< 



i)gO Night corpsnen nasteredo 

Hp Bed check, no absentees o 

-ono Late rcunde. . ^ ... 

K Tlnsley. JtMo TM2c was returned to the hospital by Japanese authoritlee e 

Thursday 22 January 1942 

Q700 Coffee served to all brads. 
0600 Sick call by staff. 

C«nrn: Laet report 163 Admitted 0 

Discharged 1 Remaining 162 

0940 Istook, J.T. PhmSc, Staff, to duty from sick list. 
1000 Duty completed. Relieved by It. E.F.ELine (MC) U.S.N. 

(Signed) tf.M.SILLlPHANT 

Lieut (MC) U.S.N. 

Approved % 
/S/ E.G.DAVIS 

Captain (MC) U.S.N. WH 
Medical Officer in Command 

Thursday 2g January 1942 

■1000 Assumed Duty as Officer of the Day. 

Lt.Cdr. J.A.Connell (D.c) asst. Officer of the Day. 

Thursday 22 January }942. 

1000 General mees inspected. Satisfactory. 

1600 Buildings and grounds inspected. 

llTOO General mess Inspected. Satisfactory. 

MOO Evening Sick Call in all wards and S.O.ti, 

205O Klg}\t Corpsmen must i« 

2100 Bed check, no absent 

(2300 Buildings and grcond.. ;pected. 

Trifley Jannary. 12J2 - 

0700 Coffee mess to all hands. 
0800 Sick call by Staff. 

Csnsusi Last Report t 162 Admitted* 0 

Discharged: 1 Remaining I 161 

1000 Duty completed. Relieved by Lt. I.N.L a Victoire (MC) U.f.N. 

(Signed) E.F.1CINE 

Approved! L *« < ! G > U - S ' H - 

/S/ R.G.DAVIS 
Captain (MC) U.S.N. 
Commanding. LJR 



Pace 117 (cont) 

Friday, 23 January, 1942 

*.««!»d the duty as Officer of the Bay. * 
SIS!) ganger. HMJiW. assistant Officer of the Day. 
General mess Inspected. Satisfactory. 
Hospital bull lings and grounds Inspected. 
^Sen£ral mess inspected. ?orjid satisfactory. 
Srenlng sick call on all wardn and S.O.^. 
flight corporaea maotere<* . 
Bed check. No absentees . 
j,ate rounds. All secure 

Saturday, 24, January, 1942 
■j) C»ff«« mess Inspected 
B, 1-24-42) 
[moo Sick call by staff. 

ML,. Last report - 161 Discharged - 0 

04 Admitted - 0 Absentees - 2 

Remaining - 161 
Ht U. Iwashimlza arrived at the hospital. 

0955 Lt Ivashimlza left the hospital u<?w 

1000 Duty completed. Relieved by Lt.(jg) G.K.Lambert, HG - USN. 



Ea£fiJ£ft 



(Signed) I.N.LAVICl'OIHB 
V ^ Lieut. HC - USNR. 



Approved: 
/S/ E.G.DAYIS 
Captain - MC - USN jj R 
Medical Officer in Command 



Sat'- 24 January 1942 



1000 Assumed duty. 1 * S.V. I (MC) U.S.N. (Asst. O.O.D.) 

1000 General Mess Inn* Sed, ti factory. 

BOM) Buildings and Grounds ins 1 ed. 

11700 General Hess inspected. Satisfactory. 

11800 livening sick-call on all wards. 

'2100 Hirht crew mustered and on vatch. 

3W0 Bed Check, all patients present. Wards quiet. 

3400 Buildings and Grounds Inspected. 

Suigay^^Wanuary^g^ 

0600 Buildings and Grounds Inspected 

0630 Reveille day watch, all hands present 

0900 Census: Remaining - 16l) Hound, on wards by Staff 

Admitted 0 ; 

Discharged - 3) Remaining « .168 



f GAliACAO JOUKNALs R.G.DAVIS, CAPTAllt, MC, USN, MOIC 7 

***** 2§g-4£ 

(9 on t 1-25-42) £fl£fl-lia 
1000 Duty completed, relieved by U.Comdr. H.A.Erlckson, (MC) USNR 

(Signed) LT(jg) GORDON K. LAMBEHT, (MC) U.S.N. 

Approved: 
H RoOoDAVIS, 

' Cnptain MC - U3N f Medical Officer In Commando 

Sunday, 25 January 1943 

Hft Assumed duty. Lieat(jg) \J.IU Morgan USN assistant 0 0 O.D. 

General mess inspected, satisfactory. 
^Bh Buildings and grounds Inspectedn 
Bpo General mess Inspected. Sat isfactory<> 

Evening sick- call on all wards . 
305C Hight corpsinen musterede 
Hqo Bed check, no adkenteeso 
2300 Buildings and grounds Inspected. 

Monday, 26 January 1942. 

0700 Coffee served to all hands. 
loeoO Sick call by staff 

(tarns: Remaining 158 Remaining 158 

Admitted O 

Discharged 0 
1000 Duty completed, relieved by Lt.Coxndr. H.C.Brokenshire, (MC) USNR* 

( Signed) H. A.ERICKSON 

Lt. Comdr. (MC) USNR, 

ESL Approved s 

R Q G.DAVIS 
Captain (MC) USN 

Commanding £j£i-13l 



Monday 26th January 1942 

1000 Assumed the duty as Officer of the Day» 

General Mess Inspect ed. Satisfactory. 
1440 Capt Tosakl p Imperial Japanase Army, and party arrived and called on 

Capt Davis* 

1445 Lieut Comdr. X. Hatakeyama Imperial Japanese Navy. - arrived and caller 
Capt Davis. 

1530 Capt Tosakl & party left the hospital. 
1625 Lieut Comdr, Hatakeyama left the hospital. 

1530 7. Tabet, Cleric, and 2S. Castro Clerk - (Civil Employees) taken away by 
Japanese. 

1700 General Mess Inspected Satisfactory 

1800 Evening sick call * All wards 

2100 Night crew mustered and on watch. 

2200 Buildings & grounds Inspected. 

2200 Bed check - all patients present - quiet 



CAUACAO JOUHNAL: CAPTAIN. HO, U8H, HOIC 74 



Pcga 120 (cont) 

Tuesday 27th January 1942. 
0 700 Coffee served tr nil hands. # 

U , si* caii lB8 Dl8Chargod o 

Admitted 0 Remaining 158 

LdDO Duty completed Believed hy J. D. Boone Lieut. H.C.- 

Sill, Virgil L., Pfc U.S.H.C. placed on eerloua Hat at 0900 

V ^ ' Lieut Comdr. MC - USKR 

. Page 121 

; (Tu,, 1-27-42) 

Approved. 
/S/ R.OiDAVIS 

Captain M.C. -U.S.N. LJR 

Tuesday. 27 January, 1942 

100C Assumed the duty ae Officer of the Day 
1 Lieu*. Comdr. J.A.Connell, (D.C) USH Asst. fr.0.»» 

General mess Inspected. Satisfactory. 

fc ^Ks ss^sr^- - »~ -rierr • 

this date. 160 mosquito nets and 160 pejaaa suite also removed, 
f o645 General mess Inspected. Satisfactory 
1 1800 Evening sick call on wards and S.O.q, 
[ 3050 Night corpsraen mastered. 
2300 Late roundn. Hoopltal securt 

Uednesd 28 January, 1942 
0715 Coffee mess served. 

080C Sick cell hy etaff. i3 ltl , n 

Census? last report 158 Admitted 0 

Discharged 0 Remaining 158 

Hospital. Corpsmen nasterod. all P^eeent. 
■000 Duty completed. Relieved oy Lieut. J.R.George (MC) USH„ 



(Signed) J.D.BQOira 

V ^ Lieut (HC) USH 



Approved 
/S/ R.0.DAVXS 
Captain (MC) USN 
Commanding » LJR 



CANACAO JOUHiJAL: H.G.DAVIS, CAPTAIN, HC, USN, MOIC 

***** 

Wednesday, 20 January, 1942 

HU Assumed the duty as Officer of the Day* 
W Lt(jg) J.L«Vanger (DO) USN assistant 0.0 J). 

Hp McC^atchey, V.F*, PhM3c (staff) admitted to sick list* Diagnosis: Syphilis 

and die charged to duty under treatment . 
Hp General mess inspected. Satinfactory. 

U30 W\e below named thirty (30) patients, having recovered from their Illness 
or injury, were taken into custody "by Japanese Military Police end removed 
from the hospital* An official receipt for the patients was obtained from 
Sgto Yamashlta, Senior Japanese Military Police officer* 1. Carrillo, M*, 
0.3.3c (2) llorlen, J.Po Pvtc USHC (3) Grens, J.L*. Pvt. USMC f (4) Overton, 
AoLn, Sea2c (4) Fargie, O.S., Pfc. USMC (6) MaUtCeo, Go, Mo attic /Manatan/ 
(7) Batalan, S. M.att.lc (8) Lozley, SClc (9) Lung, W*Yo. Katt.lc 

(10) Huen, T.H K.attlc (ll) Martin, M*K. PloSgt.U.S.MoC. (12) Berlo, A C E C t 
CoT.K., (13) Wallace, R.V/ 0 Pfc«USHC (14) Davis. A.J., Sealc (15) Fisher, 
C.Lo, Pfco USMCo (16) Shavhan. W.I., F.C a 3o (17} Winlg, C.A., FaC.lo 
(18) DeLaBoea, P. QoC*lc (19) Seguancla, E. Native MJttc (20) Brethold, C.E, 
Seals (21) Taszanl, J* p S e alc (22) Castillo, T.Co, NoSeaSc (23) Lopes, 
fioLo, NoSealc (24) Guldas, J«C. HMlc (25) Dlx, L.E«, fikrlc (26) Aposaga, 
Jo SClc, US.ER (27) Flores, S.J. f MoAttlc (28) Land, S. Mattlc, 
(29) Federls, ft., SClc, UoSoF.R, (30) Troelove. D.M. Sea.lc 

lots Carrie, Lo H„Aolc ^ Staff) admitted to sick llsto Diag. Gastroenteritis, acute 

Ho Buildings and grounds Inspected - 

1700 General mess inspected* Set - * factory 

POO Evening sick oaV on ware n& SoQ*^ 

2050 Night corpsmen nmstered 

■BO Late rounds. Hospital ae, u rtr 



75 

368-45 



Thursday, 29 January 1942 

EflTOO Coffee mess served. 
0800 Sick call by staffo 

Hospital corpsmen mastered. All present* 
Census. L a st report 158 Discharged 31 

Admitted 2 Remaining 129 

£000 Duty completed* Relieved by It. W.M.8iillpha»t (MC) U.S.N. 

(Signed) JACK R. GEORGE 

Approved Lt (MC) USN. 

/s/ Ro G 0 Davis ttp 

Capt (MC) USN. 
Commanding 

Thursday 29 January 1942. 

1000 Assumed the duty as. °fflcer of the Day. 

Lt. So Wo Smith (DC) Asst. 0 o 0 0 D o 

1000 General mess inspected, satisfactory^ 
1600 Buildings and grr *3 insper* «rL 
1?00 General mess in :eC at .actory. 



2J5S=4£ 

(7bu , l-2?-42) EaefiJJS (cont) 

KiQ Svenln^ flick call on ail v/erdB. 

K night corpsacn mustered, no absentees. 

Hp All unnecessary lights out. 

Kq Late rounds, hospital secure 0 

I Bridky SO January 1942. 

10700 Coffee ness Inspected. 

Eqq Hospital corpsmen metered, no absentees. 

En Sick call by staff 0 

Jgm: Last report* 129 Admitted 1 

Discharged 0 Remaining 130 

1000 Pitcher, S., Nurse USN, admitted to sick llsto 
1000 Duty, completed. Rel? ewed by Lt. S.F.Kline, (MC) U*SoN. 

(Signed) VMUSILLIPHANT 
Approved I-ieut (MC) USH 

/S/ Ro&.DAVIS jj a 
Captain, (MC) U3M. 

Tflfle 124 



Friday 30 January 1942 

Bo Assumed the duty as Officer of the Day* 

Lto(jg) Wade Morgan (DC) assistant O.O.Do 

General mess inspect edo Satisfactory*, 
■00 Lieut. Suzuki, Imperial Japcnase Medical Corps, with group of officers, 

called and received 3 large and 3 small hospital corps pouches . 
■DO Buildings and grounds impacted 
■90 Group of Ariny Officers le" he reservation. 
1700 Mess inspected. Satisfact 
p00 Evening Sick Call on all is and S o 0.v 6o 
0050 Night corpsmen mastered. l», absentees., 
8230 Building* and grounds inspected. Secure . 

Saturday 31 January 1942 



|V00 Coffee mess served. 

IBOO Hospital corpsmen mustered, no absentees. 
W00 Sick call by Staff. 

Census; Last Reports 130 Admitted; 0 

Dls charged s 0 Remaining 130 

1000 Duty completed. Relieved by Lt. I.HoLaVtctolre (MC) U.S.F. 

(Signed) BoF.KLINB 

Lt. (MC) U«S.»* 

Approved § 
/S/ R^G.DATIS 
Captain (MC) Xf.SAi. 
Commanding «> XJR 



***** 



^ Page 124 (cont) 

Saturday, January 31, 1942 

^ Assumed the duty as Officer of the Day 
F 000 Lt!comdr. C.T.Croes. assistant Officer of the Day. 
^0 General meet inspected. Found satisfactory 

(Sat, 1-31-43) 

H HoBpital buildings and grounds inspected. 
:5oo General mess inspected. Found satisfactory 
Eqq Evening side call on all wards and S.O.t 4 „ 
BJ Sight corpanea mustered. 
«q0 Bed check. 

2200 Lat« rounls. Hospital secure. 

Sunday, February 1* 1942 
0700 Coffee mess Inspected. 

0800 Sick call by »taff n 
S^,. Last report - 130 Di.cherged - 0 

^ ' Admitted - 0 Absentees - 2 

Remaining - 130 
Hospital corpsmen mustered. No absentees. 
Duty completed. Relieved by Lt. Cjfi) G.K.Lambert - MC - USN. 



08CC 
1000 



Approved; 
/S/ R.G.DAVIS 
Captain - HC - USN. jj H 
Medical Officer in Command 



(Signed) I.N.LAYICTOIRE 



^g^ayjy^ebjruar^^^l942 

1000 Assumed the duty as Officer of the Day 

J.A.Connell, Lt. Comdr., (D.C.) U.S.N. Asst. O.D. 

1000 General Mess inspected, satisfactory. 

1600 Buildings and Grounds inspected. 

1700 General Meet inspected, satisfactory 

1BOO Bveninc Sick Coll on all wards and S.O.q* . 

2 S MgCwatcf on station. Sanford, T.D.. Ph.M.Sc. Adm.. (Cat.Fever. *c.) 

2200 Bed check completed, all patients present 

(Sun, 2-1-42) 

24C0 Late rounds tJards, Buildings & Grounds 

Uoa^^yjbruarjr^i^gg 

0600 Buildings -nd Grounds inspected, Uard K^s 

0630 Reveille, 11 hand* present and accounted Tor 

0800 Rounds made on " b? Staff* 

0800 Hospital corpsmen t -ed, no absentees 

c — j sua : l2 i 8s*-3? =«8 



0800 




CAl'ACAO JOURNAL^ R.G.DAVIS, CAITAIH. MC, USN, MOIC 



***«« 



268-45 
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Page 126 (cont) 



Japanese Officers Lt.Hammota, Fhm. & »r Aram came to see C.O. 
^completed relieved by Lt.Comdr. H.A.Brlckeon (MC) USHR 



iooo 

1000 

11900 
1100 
1800 
20.00 
23K 



1700 
080C 
0800 
pni 1 



(Signed) 

Approved: 

fSf R.G.DAVIS 
Captain (MC) U.S.I. f Commanding Officer 

Monday February 2, 1942. 
Assumed the duty as Officer of the day 
Lt. (j.g.) J. L. '/anger (DC) Assistant O.O.D. 
General Mess inspected. Satisfactory 
Ite'lical stores removed by Lt. Hamamota. 
Hoipital buildings and grounds inspected. 
Mess inspected. Satisfactory. 
Evening Sick Call on all wards and S.O.^o 
Hlght Corpsmen inspected. Ho absentees. 
Late rounds. Hospital secure. 

Tuesday February 3, 1942* 

Coffee mess inspected. 
Side call by staff 

Hospital Corpsmen metered, no absentees. 

Last Report 131 Discharged 
Admitted 0 Remaining 



Lt.(Jfi) GORDON K. LAMBERT, (MC) 

U.S.H. 



O 
131 



Pa^e 127 



100C 



Tuesday. February 3, 1942. 
Duty Completed relieved by Lt.Comdr. H.C.Brokenshlre, (MC) USHR 

(Signed) Lt.Comdr. B.A.ERICKSOH, (MC) USHR. 



Approved; 
/S/ R.O.DAVIS ua 
Captain, (MC)H!jS1< 



L7 0 Commanding Officer 



10OO 

104C 

IQ50 
1300 
1500 

1700 
1800 
2100 

2200 



Tuesday, 3rd February 1942 
A 9 sumed the duty a u :f icer of the Day. 

General Mess Insoei 1 Satisfactory. , . 

JapaS2s. Haval party headed by Lieut. Comdr. W» arrived and called on 

Ja^esTparty arrived and started taking away medical supplies. 
Lieut. Comdr. Taaaka and party left the hospital grounds. 

SSSTiS IfClSt and ~ -i-l .^1... 
General mess Inspected satisfactory* 
Evening Side Call - all **ards & S o 0.^ 
lil^ht Corpeaea cpstered* 
Late Bounds* Hospital secure c 



- c 



MOIC 



1Z 

•++••' 268*45 
Wednesday 4th February 1942. Pflfig 1?7 (cont) 

Coffs* served. 
Sick Coll by staff. 
Hospital Corperaen mustered - 

Last Report 131 Discharged. 1 
Admitted 0 Remaining 130 

Absentees 2 - 

Ihe patient discharged was Currie, Frank H.A.Lc staff. Returned to Duty. 
Dr. Azuma & Japanese officer arrived and conferred with Capt. Davis, (name 
of Japanese officer. Lieut Comdr. Ieao Ratakayma. 
Daty Completed Relieved by J.D.Boone (M.C.) U.S.N. 

(Signed) H.C.BROKENSHIRB Lieut Comdr. 

M.C - U S N R. 

Appr oved. 
/S/ R.C.DAVIS 

Captain. (M.C.) U.S.N, LJR 

Wednesday, February 4, 1942 

1000 Assumed the duty as Officer of the Day. 

Li.(jg) W.H.Margsa, (D.C) UUN, Assistant 0.:>.D. 
.0 Bell, B.R., PhM3c (staff) discharged from side list to duty. 
General mess inspected. Satisfactory. 
ISO Buildings and grounds inspected. 
IOC General mess inspected. Satisfactory. 
1800 Evening sick call on wards and S.o.c^, 
OGO Night corpsmen mustered. 
2300 Late rounds. Hospital secure. 

Thursday, February 5, 1942 

\ U0 Coffee mess served. 
BOO Sick sail by staff - 

team: Last report 130 Discharged 1 

Admitted 0 Remaining 129 

Absentees - 2 
Muster of Staff. All Present. 

Pflge 129 

Thursday, February 5, 1942 (contd.) 

Cs 00 A group of Japanese arrivec". for further removal of medical stores - 
too Duty completed. Relieved by Lieut. J.R.George (MC) USN 

; Signed) J.D.BOOHE 
Approved! Lieut. (MC) USN 

/S/ R.G.DAVIS 

Captain (l!C) USB 
Conmrtnding LJR 
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©ulACAO JOUHtfALi K.G.DAVIS, CACTAIH, HC, USH, liOIC 

***** 268-45 

Ppg« (cont) 

Thursday, February 5, 1942. 



La Assumed the duty a« Officer of the Day 

Lt.Cdr. C.T.Croas (IX)) U.S.N.R. assistant O.O.I) 
General mess inspected. Satisfactoxy. 
Bo. tiding* and grenade inspected., 
General mesa Inspected. Satisfactory. 
Renins flick call on all ward* and SOq, 
Hi^ht corpamen metered. 
L&te ronnds. Koepital secure. 



1500 
JWO 
1000 
305O 
22CC 



Friday, February 6, 1942 



0700 



Coffee mesa aerred 
080 0 Sick call by staff 
toaaii Last Report 130 Discharged 1 

Admitted 0 Remaining 129 

■DO Master of staff. All present. ,.„,»_ 
1000 Duty completed. Relieved by Lt. V.M.Silliphant(MC)USN 



(Signed) JACK R. GEORGE 

Lt (MC) U.S.N 



ApproTed: 

/S/ R,G, DAVIS LJR 

Captain (MC) U.S.H. 
Commanding 



Friday February 6, 1942. 

1000 Assumed the duty as Officer of the Day. 
J.A.Connell, LWComdr. (DC)USN, Ass% OOD. 
General mess Inspected, satisfactory. 
11800 Rounds of main buildings and grounds. 
1 1700 General mess Inspected, eatlsfactory. 
1800 Evening sick call in ell wards and S,0,Ci* 
8050 Night eorpsmen mustered no absentees. 
2300 Late rounds, hospital secure. 

Saturday February 7, 1942. 

0700 Coffee meas served. 
0800 Sick call by Staff. 

Census i Remaining 129 Admitted 0 

Absentees 1 Discharged 1 Remaining 128 
0800 Muster of Staff, no absentees* 

1000 Taiaanglo, R.C. Mattlc USH, patient, discharged as a deserter ae of 1100, 

February 6, 1942. 
1000 Duty oompleted. Relieved by Lieut. E.F.Kline, (MC) U.S.N. 

(Signed) W.M.SLLLIPHABT 

ApprovedJ Wen* (MC) U.S.N. 
/S/ RoG. DAVIS UR 
Captain, (MC) U.S.N, 



loco 



1COO 

[1000 
1500 
HOO 
1800 
£50 



iuU* ;.\VIS, CAHTADI, MC, USN, MOIC 
***** 



Saturday February 7, 1942 



Pfr»a 130 (cont) 



?tM ISk 



AB9u»»d the Duty as Offlcer-of-the-Day. 
It. J.L.'ianger (DC) U.S.N. Assistant O.O.D. 
Oon°ral mesa inspected. Satisfactory. 
Buildings and Grounds Inspected. 
General mess Inspected. Satisfactory. 
Evening 3ick Call In all wards and S.O..J,. 

Saturday February 7, 1942 

Bight Corpsmen mastered. Ho absentees. 

Buildings and Grounds Inspected. Hospital secure. 

Sunday February 8, 1942 

Coffee mess served. 

Hospital Corpsaen mastered. Ho absentees. 

laptrsStosT c!1!sea2c U.S.N, declared a Deserter as of 0720 February 7.1942. 
i Last Report: 128 Admitted: 0 

Discharged* 2 Remaining 126 

Deserters; 0 P.A.L. 0 

Duty Completed. Relieved by Lt. I.N.LaVictoire (MC) J.S.N. 



Approved! 
/S/ R. Go DAVIS LJH 
Captain (MC) USN. 
Commanding 



(Signed) 



E.F.KLIHE 

Lt. (MC) U.S.N. 



Sunday, February 8. 1942 

Assumed the duty as Officer of the Day. . 

Lieut. S.'./.Smith - DC - USN, assistant Officer of the Day. 

General mess inspected. Satisfactory 

Hospital buildings and grounds inspected. 

General mess inspected. Satisfactory. 

Shining sick call on all wards and S.0»^« 

Night corpsmen mustered 



■tan, 3-3-42) 



£flea022 



aoo 
isoo 



R00 



5^ 



Bed check o no abseateeso 
Late roomie. Hospital secure. 

Monday, February 9, 1942 
Coffee meet eerred. 
Sick call *y staff 

Susie J» Pitcher, nurse, KHC, discharged to duty. 

Last report- 126 Discharged - 1 
Adi*Ut4&» 0 Remaining - 12B 



OalACAO JOUMAL* E.G. DAVIS, CAPTACT, MC, USN, MOIC 

***♦» d6 Sh A ^ 
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3*9-42) Page 132 (cont) 

Hospital corpsmen nasteredo No absentees. 

Oaty completed. Relieved by Lt(jg) G.K*Lambert MOUSK 

(Signed) IoH,LAVICTOIEE 
Approved! Lieut. MC - USKR 

IS/ R.G*DAVXS jj R 
Captain MC - USN 

Medical Officer in C 0 mmand 

Monday, February 9, 1942 

Assumed duty as O.OJ), Lt.(j.g.) ^HJ4orgnn* (D.C)USN. Asst. 0.0*]). 
t General noss inspected, satisfactory » 

Buildings and Grounds inspected. 

General Mess inspected, satisfactory o 
- Jvenlng sick call on Wards and S.O # Ci t 

Ni^ht corpsmen on vatclu 

Bed check and report of M 0 A«A. No absentees* General Mess Ins 0 
late rounds on Wards o Buildings and Grounds inspected* 

Tuesday* February 10 t 1942 

Buildings and Grounds inspected. Early rounds. 

2*10-42) Page 132 

Beveille Day Watch. General Mess Inspected. 
Hospital corpsmen mustered, no absentees. 
Census: Last report - 125 Discharged « 0 
Admitted - 0 Remaining * 125 
Sick call !*y Statto 

It* Hamemota, Japanese Nary brought vorkii^ party for Med. stores 
Aity completed. Relieved by Lt.Comdre H.A.Srlckeon, (MC) USNR. 

(Signed) Lto(Jc) GORDON K. LAMBEHP, (MC) USN 

Approved! 
/S/ H.GoDaVIS ub 

Captain, (MC) USN, Medical Off* in Command 

Tuesday, February 10 t 1942. 

Assumed duty as O 0 O S D» ItrComdr« C«T. Cross, (MC) USNR assistant OQD. 

Dial, A.I. CPM (Staff) 5fc Duty. 

General mess inspected* satisfactory <, 

Buildings and Grounds inspected. 

General ipsss inspected, satisfactory. 

Evening sick call on wards and S.O*^* 

Right Corpsmen on watch. 

Bed check, no absentees. 

Late rounds. Hospital secure. 
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Page 133 (coat) 

Wadnesday. February 11. 1942, 

Qt/QQ Coffee mess Inspected. 
0800 Side call by staff o 

Eneas: Last Heport 125 Discharged 1 

Admitted 0 Remaining 124 

LjqO Hospital corpsmen mustered, no absextee*. 

0910 Turner, Kenneth £arl # PhM2c (staff) Admitted to sick list Diagnosis* 
Go Co Infection urethra. #1205 

Duty completed. Relieved by Lt.Condr.H.C*Brokenshire (MC) USNR. 



1000 



Wednesday, Seminary 11 » 1942. 



(Signed) Lt.Coadr. H fl A«ERIGKSON 
Approved: (MC) USNR. 

/S/ R.G.DAVIS 

Captain MC USH £j R 
Medical Officer in Command 

Vfednesday* 11th February. 1842 

■000 Assumed the duty as Officer of the Day. 

General Hess. - Inspected • Satisfactory* 

1600 Buildings and grounds inspected. 

1700 General Mess. - inspected - satisfactory. 

1800 Evening Sick Call - all wards - S.O.c^ 

305O Night Corp amen metered no absentees 

2300 Late Hounds - Hospital Secure. 

Thursday 12th February 1942 

0700 Coffee served* - 
0800 Sick Call by staff. 

Census* Last Report 124 Discharged 0 

Admitted 1 Remaining 125 

No absentees* No P.A.L. 
0600 Hospital Corpsmen mustered no absentees. #1205 
0800 Shlpman W.K. Ph.3c Admitted to sick list. Diagnosis G.C. Infection urethra / 

phu, 2-13-42) EttM lag 

1000 Duty completed. Relieved by J.D«Boone (M.C.) U.S,S**y. 



(Signed) H.C.BHOKrJNSHIEE 

Lieut. Comdr.(MC) USHH 



Approved i 

/S/ K*G. DAVIS 

Captain {l\?C.) UrS.Havy 
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PAgft 135 (cost) 



Thursday , 12 February, 1943 

infi0 Assumed the duty as Officer of the Day. 

1 Lieut. (JO) J.IVJaager (B.C.) USN, Assistant OOD. 

1000 O^n^ral mess inspected* Satisfactory. 

LjO Buildings and grounds Inspected. 

jfOO General mess inspected. Satisfactory,, 

1800 Evening sick call on wards and SOc; - 

Ego Night corpsosn motered 

EgO Late rounds. Hospital secure . 

Friday, 13 February, 1942 



■00 Coffee mess served. 
gBOO Sick call by staff 

Casus: Last report 125 Discharged 0 

Admitted 1 Remaining 126 

Master of staff. All present 
083O Todd, C. t Bdwina, Nurse, USN admitted to sick list from staff. Diagnosis? 

enterocolitis, acute. 
10 0 Daty completed. Relieved by Lt. J.R.George (MC) USN 



(Signed) 



1000 



1300 

MDG 
1800 
206O 
2200 



Approved: 
/S/ R.G.DAVIS UR 
Captain (MC) USN, 
Commanding - 



Friday, February 13, 1942 

Assumed the duty as Officer of the Day. 
Lt. S.'.f.Smlth (DC) U.S.N., Assistant O.O.D. 
General mess inspected. Satisfactory. 
Buildings and grounds inspected. 
General mess Inspected. Satisfactory 
Evening sick call on wards and 3,0»c i . 
Night oorpsmen mastered 
Late rounds. Hospital secure. 



J.D.BOONE 
Lieut. (MC) USN 



fogs 126 



Saturday, February 14, 1942 » 
0700 Coffee mess served. 
0300 Sick call by staff. 

fensug Last Report 126 Discharged 0 

Admitted 1 Remaining 127 

0000 foster of staff. All present. 

lOOO Daty completed. Relieved by Lt.tf.M,Sllliphant(MC)USN. 



(Signed) 



, Approved i 

fSj E.G.DAVIS XJR 

Cnptr>5.n (lie) U3N Commanding 



JACK R. GKOBGB 
Lt (MC) U.S.N. 
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Ifege 136 (cont) 

Saturday February 14, 1942 

««ft Assumed the duty as Officer of the Bay. 
1000 MeutUg) U.U.Morgan (DC) U3H asa't O.O.D, 

General am inspected, satisfactory, 
.ay) Buildings and grounds inspected. 
}5oo General mesa inspected, satisfactory. 

Sick call In all wards and 3.0. , 
ijso Hight corpsmen metered, no absentees. 

Late rounds, hoapltal aecnre. 

Page 13? 



Sunday February 15, 1942. 
0700 Coffee mess served. 

0800 Sick call by Staff. 0 
Sipital .enauai Brought forvrard 127 £dm«ted 0 
V Discharged 0 Remaining 127 

Absentee*: none. 

0800 Muster of Staff, all present. i Mf .\ nqw^w 

i00O Duty couplet ad. Relieved by Lieut. E.F.Kline, (MC) USNavy. 

(Siened) W.M.SILLIPHAHT 
Signed; Lieut (MC) U.SJT. 

Approved: 
/s/ r,g,davis „, 
Captain (MC)nJaH. 

Sunday. February IS, 1942 

1000 Assumed the Duty as Officer of the Day. 

Lt.-Cdr. C.T.Cross (DC) U.S.B. assistant O.O.D. 

1000 General Mess inspected. J a * 1 »J[^° r ;* _- d ^ AauBN conferred with the 
1045 Lt.-£dr. Tanaka, Imperial Japanese Kavy, ana uw 
Commanding and Executive Officers. 

inspected this hospital. 

1240 The above group left the * 9serva * 1 S n - interviewed U. J.R.George 

1S10 An Intelligence Of flow, Imperial Japanese Army, in*ervie;/eu 

(MC) U.S.Mp Capt. X* Jtahayashl In charge. 

1420 Above officer? nil nten >ter, left the reservation. 

1500 Buildings and grout lnsp »-5d* 

1700 General mess lnspec . Sat actory. 

1800 Evening sick call on all war J end S.O.^. 

Sunday, February 15, 1942 



2050 Bight corpsmen mustered, no absentees* 
2200 Late rounds. Buildings and Grounds inspect* 
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| Jj^ Pya 138 (coiit) 

Monday Fpbruary 16, 1942 

Coffee mess verted. 
°!£ Hospital corpsmen metered, no absentee.. 
^ Sick Call by Staff^ ort; ^ D ^ o 

C* 3 ^* Admlttedt 0 Remaining: 127 

<»«-> KISS"*..* 

ApproTed: 
/S/ R a OoDAVIS 

Captain (MC) U.S % N« 
CommpjnAlng 

X00O General mess inspected. Pound •jtlsfactory. 

i655 Japanese officers left the hospital. 

TtdO General mess Inspected. Found •^•J"*?*' 

1900 Evening eick call on all wards and S 

ioso Bight corpsmen metered. 

Soo Social watcn posted on Tatner Doherty 

2200 Late rounds. Hospital secure. 



gy p 13ft 



Tuesday, February 17, 1942 



0700 



Coffee mess inspected 



0800 Sick call by staff. . ... 

(Signed) M<mt4 HC _ uSHR. 

Approved* 
/St R.G.DAVIS 

Captain - MC - USH jj a 
Medical Officer in Command. 
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Paire 139 (cont) 

Tuesday, ^ebraary 17. 1942 

Assumed duty as 0.0.1). Lt(jg) J.L.Y/anger(DC)U*S.IJ., Astt. o.o.D. 
Inspected General Mess, satisfactory. 
Buildings and Grounds Inspected* 

Dr. Ogpulu Yosimura of Japanese Arngr and his staff Inspected the hospital; 

departed 1530* 
General Hess Inspect ed # satisfactory. 
JSrening sick call on Wards and S.0.<i. 
tflght corps men Bantered, no absentees* 
Late rounds* Hospital secure* 

V/edneoday, February 18, 1942 



JjOO Sarly rounds, buildings and grounds, wards , and S.O.^o 
K30 fiereille Say tfatch* General Mess inspected. 

lots: Admissions to sick list: D. Still, Horse, U.S.H. as of 1900 2-17-42. 

Diagnosis: Cholangitis, acute. 
08OO Hospital Corpsmen mustered, no absentees. Hounds by Staff. Page 140 
Census; Remaining - 128 Discharged - 0 

Admitted - 2 Total reaalnlng-130 

0915 Turn*?, K.£„ Ph.M.2c Dlsch.from sick list to duty, staff. 
WOO Duty completed, relieved by H.A.Erlckson, Lt.Comdr. (MC) U.S.H.B. 

Signed: G.K.LAMBBKT 
Approved by: U(jg) (MC) USH 

/S/ EoG.DaVIS u h 

Captain, (MC) U.S.N., Commanding Officer 

V/ednesdny, February 18, 1942 

1000 Assumed duty as O.O.D. Lieut. S.vr,Smith(D.C.)USN, assistant Officer of the Day 

1000 General mess Inspected. Satisfactory 

1500 Hospital buildings ond grounds Inspected. 

610 Lt.Comdr. Tanaka conferred with the Comnanding Officer. 

£10 Abo Ye officer departed 

700 General mess inspected. Satisfactory. 

BOO Evening sick call on wards and S.O.Q. 

060 Bight corpsmen mustered, no absentees. 

2300 Late rounds. Hospital secure. 

Thursday, February 19, 1942. 

?00 Coffee mess Inspected. 
•00 Sick call \& staff. 

800 Hospital corpsmen mustered* no absentees, 
kusus: Last report: 130 Discharged 1 

Admitted 0 Remaining 129 

KB Lt.Comdr. Lusaka I.Hatakeyama, conferred with Commanding Officer 
"000 Duty Coimleted, relieved by Lt.Comdr* H,G.Brokenshire,(MC)-V(S)USHR. 



(Signed) Lt.Condr* H.A.KR1CKSQN (MC) USHH 
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Thursday, February 19, 1942. 

Approved bys 
/S/ R.G.HAVIS 

Captain (MC) USN t ^^mmanding Officer* 

Thursday 19 Februaxy 1942 

1000 Aeauraed the duty as officer of the Jfey. 

1000 Ge&eral mess inspected • satisfactory. 

1300 Gallagher, R.N. Pha2c turned in to bed due to reaction from typhoid vaccine 

injection. Hot placed on sick list. (By order of Dr. Sort In) 

1500 Hospital Buildings and grounds inspected. 

1700 General Mess inspected •» Satisfactory. 

1800 livening sick call on all wards & S.O.vi* 

2050 Night Corpsmen mustered • no absentees 

2200 Late rounds Hospital secure. 

Friday 20 February 1942 

0700 Coffee served . » 

0750 Japanese officer and Two Catholic Priests arrived and Dangherty, a patient 

in this hospital 
0800 Sick Cell by staff . 

0600 Hospital Corpsmen metered, no absentees. 
Census! Last Report 129 Discharged 0 

Admitted 0 Remaining 129 

No absentees Ho PoA.L. f s 

0800 Todd K«C. Nurse U.S.N, discharged to duty. 
0825 Japanese officer and the two priests departed. 

(Fri, 2*20*42) Page 142 

1000 Duty completed- elieved JoD.Boone Lieut. (H.C) U.S.N. 

( Signed) H. c .BKOKj iN£HIR3, 

Approved. Lt.Coadr. (M.C.) U.S.N.R. 
/S/ HoGo DAVIS LJH 

Captain (M.C.) U 9 S.N 9 



Friday, 20 February, 1942 

1000 Assumed the duty as officer of the ^ny. 

General mess inspected. Satisfactory. 

1500 Buildings and grounds inspected* 

1700 General mess inspected. Satl&factoxy 

1800 Evening sick call on wards and S.O.^o 

2050 Night corpsmcm metered 

2230 Late rounds. Hospital secure 



jgsi 
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Page 142 (cont) 



Saturday, 21 February, 1^42 



0700 



Coffee mees served. 
Sick call by staff - 
Staff meter - no absentees. 

Last report: 129 Discharged l 
^ Admitted 0 Remaining 128 

^ Lieut. Comdr. Tanaka, Imperial Japanese H a vy, and Dr. A«uma arrived to 
confer with Comanndlne Officer. 

Duty completed. Believed by Uent. W.M.Sllllphant. (MC) USH. 



1000 



(Signed) J.D.BOOHE 

Approved: < MC > US » 

/S/ R.G.DAYIS UR 
Captain (MC) USH 
Commanding 



Saturday 21 February 1942. 

1000 Assumed the duty as Officer of the Day. _ ^ • ■ 

1015 Lleut-Comdr. Tanaka H.I.J.H., and Dr. Asua» left hospital. 

BOO Buildings and grounds lr ■ cted. 

O800 Evening sick call in all rds and S,0.q,« 

8050 Hlght corpsmen mustered, all fit for duty. 

2230 Late rounds, hospital as cure. 

Saturday 22 February 1942. 
1 0700 Coffee mess served. 

0800 Sick call by Staff. _ 
Hospital census! Last report 128 Admitted 0 

Discharged 0 Remaining 128. 

Itaster of Staff, no absentees. 

Duty Completed. Relieved by Lieut E.FJCline, (MC) U.b.a. 



1000 



(Signed) V.M.SILLIFHAMT 

Lieut. (MC) U.S.*. 



Approved J 
J(S/ R.G.DAVIS LJR 

Captain (MC) U.S.H, 



Sunday 22 February, 1942 

1000 Assumed the Duty as Officer of the Day. 
1000 Gensral mess Inspected. Satisfactory. 

1230 Sorilde. Dloniclo. Mattlc(FR) diagnosis -Arthritis clonic', reposed 

miejlng. Last seen at about 0815. .„„_._,.._, 
1300 Absence of patient officially reported to Japanese A:? -qr Guar J , and descriptive 

leUer forwarded to atV Itlts. 
1350 Lt. Motol, I.J.A., arriveu. to Investigate above case. 
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Sunday 22 February 1942 Page 144 

Lt. Jtotoi and interpreter left the reservation. 
Buildings and grounds Inspected* 
General mess Inspected* Satisfactory. 
Sick call In all wards and S.O.ci* 
Nitfht corpcmen metered, no absentees. 
Bed check made by Japanese authorities. 
Buildings and grounds inspected. 

Monday 23 February 1942 

General mess inspected. Satisfactory 
Sick caLl by S.rtff. 
ss Last Report: 128 Admitted: 0 

Discharged: 1 Bemaining: 127 

Absentees: 1. P.A.L.'s 0 

ai Kg Eua f Staff Cook, Chinese to duty as of 2-2?*A2 

Duty coiapleted. Relieved by Lt. I.M.LmTictoire (MC) U.S.1I<, 

(Signed) -E.r.KLIHB 
Approved: Lt. (MC) U.S.H. 

/S/ R 0 G .DAVIS 

Captain (MC) U.S.H. 
Consaanding. 

Monday, February 23 9 1942 

1000 Aesumed the duty as Officer of the Day 

1010 Lt.Coradr. Tsnaka, Japanese Imperial Navy 9 a Japanese Any Officer and Dr. 
Asuma arrived at the hospital to arrange for transfer of dreft from the 
hospital to an unknown destination. 
1028 First group of 21 men taken by truck to an unknown destination by the 
Japanese. 

Ita, 2*23-42) Page 145 

1043 Second group of 20 men taken by truck ami one officer patient v ad two 

medical officers by automobile. 
U03 Third group of 20 ~ * taken by truck and two medical officers ly automobile. 
1128 Fourth group of 20 trken by truck 
Ht Fifth group of 3 *u nken by truck. 

l ote: The following iia^ * of officers and corpsmen transferred this dr.te from 
the hospital to an unknown destination by Japanese authorities. 

Medical Officers t 

Brokenshire, it.C. f Lt. Comdr, MC~ V(S) 9 USNR. 

George. J.R. Lieut. t M - USH 

Lambert. H«K., Lieut. (, / ) MC - USN. 
Dental Officers 

Wanger # J.L. Lieut. MC «• USK. £s J 
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Page 145 (cont) 



/Hote: Mst of Staff Transfered by J? 
Hospital Corpsnest 



^Continued/ 



Gomes, A.O,, 
-i'honpson, 'I.H., 
Harris, O.H., 
Jonney, G.A., Jr., 
Derrick, 
Sanford, T.D,, 
Glide, D.A.M., 
Hunt, J, '•■ 
Tapsoott, D«S., 
Stradley, B.T., 
Sogers, B.F., 
Shillington, t**i, 
Francis, L«J«, 
Xrumhols, vj.a., 



CPhM 
PhU2c 
FhM3c 
PhH3c 
Phiac,USFR(A) 
PhM3c 
Phi 13c 
PhK3c 
PhH2c 
PhH2o 
PhM3c 
Phl43c 
PhH3o 
PhM3o 



Hal vert ~ L.H. V 
Hart*, 
Carrie, F,, 
Spless, H.J ., 
Junker, J)oS., 
Wallace, B.D., 
Johnson, S.L., 
Klttredge, J.D., 



PhM3c 
PhM3c 
PhM3o 
PhMBe 

Ph!i2a 
PhllSc 

Prt(MD)USA 
Pvt(MC)USA 



(Hoc, 3-23-42) 



Officer Patients 

Gooding, G.B., M^ch., USH. 
Number of patients transferred 
according to record office file, 
(excluding officer patient) - 62 

to* MS 



mo General mess Inspected* Satisfactory, 

tax) Hospital buildings and grounds Inspected. 

DDO General uses Inspected. Satisfactory. 

■00 JSrsnlng sick call on all wards and S.O.i fc . 

■SO Hight corpsmen Mistered. Ho absentees. 

2100 Mister of total hospital personnel glvan to Japanese sentry. Bed check. - 

Ho absentees. 

■DO Late rounds. Hospital secure. 

Tuesday, February 24, 1942 

^630 Bed check of entire hospital personnel. Fo absentees. 
07OQ Muster of total personnel given to Japanese sentry. 
0700 Coffee mess served. 
MOO Sick call by staff 

Cttiusj Last report- 127 Remaining - 64 

Admitted - 0 Absentee - 1 

Discharged 63 
1000 Duty completad. Heliev by Lt.Condr. CC.Velch, Mo-USH 



Approved! 

/s/ r,a.DAVis 

Captain MC - USH jj B 
C iiranaading 



(Signed) 



I.H.LAVICTOI'.S 

Lieut, mc - v ma.. 



m 
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Tuesday 24 Febrtmry 1942. F 0fl» 

Assumed the duty as officer of the Day. 
Horning raeee served, inspected, satisfactory 
Uaildlngs and ground* inspected 
K iiiiefiml mess inspected, satisfactory. 

■ SSW o"Sl personnel. Ml present. Report given to Japanese guard. 

^ C4aV #*n11 mnfltfl- 



230O 



Sick call mr4e. 
Bounds made. Eight crew on duty. 



Wednesday 25 February 1942. 

-j, All personnel metered. All present. Report given to Japanese guard. 

Ej Coffee mess served. 

K Sick call made by staff. 

Last report 64 Admitted 1 
Diacharned 0 Remaining 65 
Abeentees: 1, Soralde. J)., MAttic USSR - Prom 2-22-42 
0945 Fresh provisions inspected. 

Jjjo Dnties completed. Relieved by Lt.Coadr. C.L.Uelsh M.C. USH 

(Signed) C.C.WBLCH 

Approved: L * *»**• ™' U ' S ' N - 

/S/ R.G.DAYIS 

Captain (MC) 1 ™ 

Page 148 

/ednesday - 25 February 1942 

1000 Aseumed the duty as officer of the Day. 

Inepeoted Moss - Satisfactory 
UDO Inspected buildings and grounds. 
1700 Inspected Mess - Satisfactory Sick 8aU Made 

3000 feetsr of Staff and Patient personnel. All present and accounted for. 

Report given to I. J .A, 
2200 Bight Crew Mastered, and Rounds Made. 

Thursday - 36 February 1942 

^0 fester of Personnel, Accounted for Report given I.J.A. guard. 
07QO Coffee Mess 
WOO Sick Call 7 Ste 
Ipuas: last ReT*>rt- - - 64 66 

Admitted - 0 

Discharged - — — 0 
Remaining- - - - - - 66 



1000 



jtemaxmng— -«* — - — w 
Absentee* (l)i Soralde D„ fettle US1R from i 22 - Feb - 
Datles coiipleted. Relieved by Lt.Cmftr H.A.ErVckson (MC) USH 

(Signed) CLTDS WSLSH 



Apprc-r id : 
/S/ R.G.IL1 r IS UR 
Captain «uu.u.K. 

Cojnriarj ' lug 



r * a davis. cawaih, mo. v«. koic 30 

CAilACAO JOUHKAX.X 
^ Thursday - 26. February. 19*2. 

— a. 0.0.3, ***** ft»» 

Friday. 27, February 1942 " 

Baport Give* to Japau... 
^ lta3 .er of PeraoaneX. all Accounted for. ***** 
K Coffee Mm. 

p» S DfacbaSed ° *5»2- 23-2-42. 

1000 Duti.. Coveted. BaUered by > |a ^ 

(Signed) Li.Ooodr. (MC) TOMB 

ApprOTOdJ 

7 ' Captain. (HC) U.S.**. fcau-— 
Coonasdlxte 

Friday, 27 February. 19*2 



1000 



Asauned the duty a. A^iata* O.OA 



2200 St. «»■*•• H«P«al ..««. 

Saturday. 28 Mwm»T. »« 

0630 of all p.s»™*- m * 

ostoo sick can *V't • rt es ° 

Ab.entee.1 1 (Soralde. j.D.BOdlB 

(Sigaed) Liettt . (MC) U J 

ApproT^d •* 
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ilflOO 
J230 
1450 



Assumed the duty a* Officer of the Day. 1 
General mess Inspected, satisfactory. 

Dr. Ishimoto, Imp. Japanese Army, Dr. LaRosa and fire Filipino nurses 
visited hospital. Left at 1235. 

Lieut. Coradr Tanalea, I.J.K. and Dr. Asuaa arrlred to confer with Commanding 
Officer. Left at 1605. 
.gOO Buildings pud grounds inspected. 
l7 00 General mess inspected, satisfactory. 
Ma Sick call in all wards and S.O.q, 

2500 Ulster of all personnel- all present. Report given to Japanese guard. 
K Night ore*/ mustered. Pr "ial blackout throughout compound. 
2230 Late rounds. Hospital c t *e. 

Sunday 1 Ma 1942. 

Hp Coffee mess served. 

|730 Muster of all personnel. All present. Report given to Japanese guard* 
pOO Sick call by Staff. 

Hospital census i Last report 65 Admitted 0 
Discharged 1 Remaining 64 

Absentees (1) Sorolde, D. Mattlc FHR. from 22 Feb. 1942 
BOO Helen C. Gargelanski H.H.C. admitted to sick list. Diags Paronychia, It 4th 

finger. 

1000 Datj' completed. Relieved by Lieut. I.H.LcVlctoire, (MC) U.S.K.R. 

(Signed) tf.M.SILLIPHAHT 

Approved: Lieut (MC) USN. 
/S/ R.G.DAVIS 

Captain (MC) USH. 



Pnee 152 



Sunday, March 1, 1942 



|000 Assumed the duty as Officer of the Day. 

1000 General mess inspected. Satisfactory. 

1047 Japanese Amy Officer and interpreter arrived at the hospital to imepect 

the barbed wire fence. 

1103 Japanese Army Office:; I d interpreter left the hospital. 

1500 Hospital buildings and -rods inspected. 

'1700 General mesa inspected, » .tiefactory. 

1800 Evening sick call on aix wart and S.O.ty. 

2000 Muster of entire hospital per. nmel. Report of ouster given to Japanese Guard. 

2100 Right crew mastered. Ho absent *es. 

2200 Late rounds. Hospital secure. 

Monday, March 2, 1942 

0700 Coffci mese served. 

0730 Muster of entire hospital personnel . Report given to Japsnese guard. 
0000 Sick i all by staff 

Census i Last report- 64 iujnainlng- 65 

Discharged -* 1 Absentee - 1 
Discharged «- 0 
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iooo 

1400 



^0 BBty oompl.ted. Belle** Djr U.Coadr. O.O.KelcJi. HCJJS». 

ASPWT*. Ll«t. MO . OSHH. 

/S/ R,G.DA?I3 UR 
Captain, MC-USS 

Contaanding fpge 152 

Monday 2 March 1942. 
Assumed the duties of the Officer of the Day. 

officer. _ _ 

1455 Japanese naval medical officer departed. 
jTOO General mess served, s-tisfactory. 

$ m^So^m-Ck. m P««t or for. 8.port £ 1t- to 

Japanese Guard, 
aoo Night crew mustered for duty. 
2200 Hospital secure 

Tuesday 3 March 1942. 

0700 Coffee ness. #s„.wi 
073O All personnel metered. No chances. Reported to Guard. 

0800 Sick call by staff. 

Csnsuss L-at report 66 Admitted u 

Discharged 0 Remaining 65 
1000 Duties completed. R-V.ved by Lt.Comdr. C.L.Welsh, M.C., USN. 

(Signed) C.C.mCK 

Lt. Comdr. M.C., USN 

AppXOTSdl 
/S/ B.G .DAVIS UN 
Captain M.C., USN 

Commanding. p ^s 154 

Tuesday 3 March 1942. 

1000 Assumed the duty ae Officer of the Day. 

Inspected Mess - Satisfactory. 
1500 Inspected buildings and grounds. 
1600 Sick Call Mate - All «arda and S.O.q. 

Report to U *Ao 
8200 Night crew mustered - All secure. 
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Wednesday 4 March 1942. ^ (cont) 

Coffee Hess 

Report given I.J .A guard. 

Sic^ call by Staff. (*»»* report ~? 

Cansus: (Admitted u 

(Discharged 0 

(Remaining --66 

Kq Daty completed. Relied by Lt.Cmdr H.A.Ertckson (MC) U.S.N. 

(Signed) CLYDE WELSH 

Lt.Condr.(MC)U.S.N.R. 

H.C,0or.elaneki, Huree U.S.N, discharged to duty this date at 0900, 

Approved! 
/S/ H.G.DAVIS UR 

. Captain - (nc) U.S.H. 
Commanding P^sJ^ 

Wednesday 4 March 1942o 
* 

1000 Assumed the Duty ae Officer of the Day. 

Inspected Hess. Satisfactory. 
||iao Two Japanese Army Officers arrive. 
1145 Party Above Leave. 

Ko Lt, Hamamota and Dr. Azuma came for Inventory of supplies. 
■DO Inspected Buildings and Grounds. 

1&15 Lt. Kano and KZBH Managsr Conferred with the Connwidlng Officer. 
1630 Dr. Lambert arrived vlth Palient for X-Ray. 
11600 Sicl: Call made. All wards mA SM\, 

Mess Inspected. Satisfactory. 
2000 Master of Staff and Patients. Report Given to Japanese Guavd. 
8000 Late Rounds. Hospital Seco.i*e. 

Thursday 5, !i jrch, 1942. 

0700 Cafiee Mess. 

0730 Master of Personnel. E ioxt to Guard. 
0800 SXck Call by Staff. _ 
Cer.rie: Report 65 Discharged 1 

Admitted 0 Remaining 64 

1000 Duty Completed. Relle*vd by Lt. J.B.Boone (MC) USE 

(Signed) H.A.SRICKSON 
Approved: Lt.Comdr.(MC)uSN:i, 
/3/ R.G.DATIS u;/ 
Captain (MC) WJ 
ComnandlPg. 



i5=J 
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1000 



1450 
1500 
1505 

1650 
1600 



1620 

1700 
1705 
1800 

2000 
2050 
3200 



0700 
0730 
0800 



CM. 

1000 



Thursday, 5 March, 1942 

Assumed the duty at Officer of the Day 
Lieut, (jg) 'J.H.Morgan (DC) USN Assistant OOD. 
General mess inspected. Satisfactory. ( 1510 

Japanese officer arrived to obtain mosquito nets for three guards. Left at 
Inspection of buildings and grounds * 

Lieut. Haraaaota, Hedlcal Corps. I.J .Navy and Dr. Azuma arrived to confer 
with the Commanding Officer. Left at 1545 « 

Lieut. Corodr. Tanaka, Medical Corps. I.J.N, and Lieut. Kano. I.J.A. arrived 
The Commanding Officer. Executive Officer and Captain Lovmaa, (MC) USH, lei 
reservation with Lieut. Coadr. Tanaka and Lieut. Kano. /*/ 

/*BOTEj See Appended Document *A*J 

Japanese Officer and civilian interpreter brought barbed wire for fence 
construction. 

General mess inspected. Satisfactory. (tl 
Commanding Officer. Executive Officer and Captain Lovman returned to res< 
Evening sick call 

Muster offpirsonnel. All present or accounted for. Report made to guard, 
flight crew reported for duty. 
Late rounds. Hospital secure. 

Friday, 6 March, 1942 

Coffee mess served 

Muster of personnel. All present or accounted for. Report made to guard. 
Sick call by staff. 
Gensust Last report: 64 

Admitted i 0 

Discharged I 0 
Absentee tl Remaining t 64 

8-6-42) Paee 157 

Duty Completed. Relieved by Lieut. W.M.Sllllphant, (MC) USH - 



.<■"■?. I0SVS It 
/S/ R.G.DAVIS XJR 
Captain (M.C.) USH 
Commanding 



(Signed) 



J .Do BOOSE 

Lieut. (M.C.) USH 



1000 
1415 



Triday 6 March 1942. 

Assumed <ihe duty as Officer of the Day. 
General mess Inspected, satisfactory* 

Lt.C. Tanaka I.J.N, and Dr. Aroma arrived at hospital with P .J. Wells, 
USMC, vfeo is returned to this hospital follow? ig treatment at Phil. Gen. 
Hospital. Abcre officers left at 1430. 
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tan Buildings ©nd grounds inspected. 

%nc General mess inspected, satisfactory. 

l ?t sick call In all wards and S.O.q. 

K Raster of :H personnel by Japanese guards. All present. 

E Night crew on duty. 

Eg Hospital secure* 



0700 
0730 



Saturday 7 March 1942. 

Coffee mess sex-red. T T . m ^ 

Muster of personnel, all present, report to I.J.A.guard. 



LnO Sick call by Staff. 

En., Last report 64 Admissions 0 

Discharged 0 Beoaining 64 
Absentees (l) Soralde D. Mattlo PHB. Since 22 Feb. 1942. 
Duty completed. Believed by It. E.P.Kllne (MC) USH 



1000 

(Slimed) W.H. SILLIFHANT 

I Auproredt U(«)W«. 
E.G.DAVIS UE 
Captain (MC) USNavy. 

fftge 158 

Saturday 7 March 1942 

B000 Assumed the Duty of Officer of the Day. 

1000 General Mess inspected. Satisfactory. 

1435 Japanese M.P.Officer entered on tour of inspection. 

1450 Above officer left the reservation. 

1500 Buildings and Grounds inspected. n**««-«. 

1600 L^cS. Tnnaka, H, I.J.N, and Dr. Asuma conferred with Commanding Officer. 

1530 Above party left the reservation. 

1700 General mess inspected. Satisfactory. 

1800 Sick call on all wards and 8»G^« 

3000 Muster of all personnel. All Present. Report forwarded. 

2050 Nieht Corpsmen mustered for duty. 

2300 Late Bounds. Hospi*; *, secure 

Sunday vreh 1942 

I 0700 Coffee mess served. 
0720 Muster of Personnel. All present. Beport forwarded. 
0800 Sick Call by Staff. , 
Census! Last Beport 64 ^sentes: 1 

Discharged 1 Admitted 0 

Bemalnlng 63 

lots* 8till, D«, Staff. N.N.C. to duty. . . til 

0900 Lt.Cdr. tanaka H.I.J.N. and Dr. Asume visited the hospital. 
0910 Above party left the reservation. „ c w 

1000 Duty completed. Believed V Lt.Cdr. C-C-«^(l«) U^gggg Lt . (Hc)US H 
1 tororovedl B.C .DAVIS Captain (.>C)UV>.U. LJB ^lgnea; 




1000 
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Sunday 8 March 1942c 

Assumed the duties of the Officer of the Day* 
Lt.Comdr. J.AoConnell (D.c) U.S.Ne Relief Officer of the Day* 
General mess •erred. Satisfactoxy. 
•330 Japanese military Police party inepected ground* and vires * 
j#) Above party departed. Dr. Aroma, Lt.Comdr. Tanaka I.J .N., with transport 
group arrlTed to take nurses to Santo Toraa* University. (A concentration 
camp) 

Ipo Tho following named nurses, with their personal effects, under Japanese 
military escort, left this station for Santo Somas, Manila, Pol. 
Laura M. Cobb, Chief Burse, U.S.Bavy 
Susie Josephine Pitcher, BursStUoS.Havy. 
Goldla Ad O f Havsr, Burse U.S. Navy. 
Bertha Bae iSvans, Burse, U.S. Navy. 
Helen C. Oorselanski, Nurse, U.S. Navy. 
Margaret A. Hash, (HASH), Nurse, U.S.Navy. 
Carrie Edwlna Todd, Nurse, U#S.N a vy. 
Maxy Trances Chapman, Burse, U.S.Navy. 
Sldane 2« Paige, Burse, U.S.Navy. 
Mazy Hose Harrington, Nurse, U. ; 0 Navyo 

Dorothy Still, Bursa, U.S. Navy. 11 Navy Burses 
B a silla Po Torres, Filipino Burse, I 12 Total* 

1700 General mess served. Satisfactory. 

1830 Sick call made in all wards and S.O,q> 

2000 Muster of all personnel by Japanese Guard. All Present. Report made. 
2050 Bite crew mustered. 

Iota: Tappy, L.R., PhH3c admitted to sick list. Dlag: Polyuria (D.U.) 

Monday 9 March 1942. 
0700 Coffee mess served. 

0730 All personnel mustered, all present. Reported. 

(cont § dc) 



£aesO§9L 



Monday 9 March 1943, cont'd. 



0800 Sick call by hospital staff. 

Census ? last report 63 Discharged O 

adraj ted 1 Remaining 64 

0645 Japanese naval c. fleer, V working party and two trucks, arrived and began 

hauling away medical supp So 
1000 General mess served. Satl iotory. 

Duties completed. Believed by Lt.Comdr. C.L.Waleh, M.C., U.S.Navy 

(Signed) CC.WCCH 

LtoComdT. MoC.USI 

Approved: 
/S/ RuGcDaTIS 

Captain. M.C., USB 
Commanding. 
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Monday 9 March 1942 



j.000 Assumed duty as Officer of the Day. 

1000 General Mess Inspected. Satisfactory 

1000 Buildings and grounds Inspected 

Hp General Hess Inspected Satisfactory 

j800 Sick Call All Wards and S.O*Qo 

1833 2d Lt. Yoshlda I.J .A. called. 
1915 * * * departed. 

3000 Muster of all personnel - Report given I.J .A. guard. 

2200 Hospital Secure 

Tuesday 10 March 1943. 

0700 Coffee Mess 

0730 Master of all personnel - Report given guard I.J.A, 
Ko Sick call by Staff. 

(Tue, 3-10-42) Ua IB 

Census s Last Report 64 

Admitted 0 

Discharged 1 

Total Remaining 63 

Shlpnan 9 FhM3c Staff to duty 3-9-42 

Duties Completed - Relieved H.A.Srlckson Lt.Cdr (MC) USHB 

(Signed) GLIDE WELSH 

Approved: Lt Cdr (MC) USHB 

/S/ R,G.DAYIS US 
Captain (HC) UoS.Ho 
Commanding 



Tuesday 10 March 1942. 

1000 Assumed duty as Officer of the day. 
1000 General mess Inspected. Satisfactory 

X100 Lt. Yoshlda inspected 22 pieces of officer 1 s luggage and removed cameras, 

money, Hatches, etc. 
1600 Buildings and grounds Inspected. 

1600 Lt. Outanay returned articles removed from luggage, except Dr. Cohen 1 s watch, 

placed In boxes and sealed. 
IfcX) General mess Inspected. Satisfactory. 
1800 Sick call on all wards and S.O.cfc. 
3000 Muster of all personnel. Report made. 
9050 Night corpsmen mastered for duty. . 
2300 Late rounds. Hospital secure. 
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Wednesday 11, March 1942. 



0 7OO Coffee mess. 

Q730 tfctster of all personnel. All present. Reported. 
0800 Sick call by staff* 

Quant i Last Report 63 Discharged 0 

Admitted 0 Remaining 63 

KXX) Duties completed. Relieved by Lt. Jo D.Boone (MC) USH 

(Signed) HoAoKHICKSCO 
Approved: Lt. Cortr. (MC) USSR 

/S/ R.G.DAVIS UR 
Captain (MC) USH 
Ooamandlnf 

Wednesday, 11 March, 1942 

1000 Assumed the duty as Officer of the Day 
Lieut. (Jg) 'Ml.Morgam assistant O O D. 
1000 General mess inspected* Satisfactory «, 

1030 A party from Santo Tomas, Including Urate* Mr Tsunami, I^-J*-** Japanese 
Diplomatic Corps, Commanding, Dr. Leach and Mr. Wolff of the Ajserlcan Red 
Cross arrirsd and Inspected the hospital* Departed at 1110. 

1500 Inspection of buildings and grounds. 

1700 General mess Inspected. Satisfactory. 

1800 Evening sick call. 

3000 Muster of personnel. All present or accounted for. Report made to guard I.J .A, 
2050 Right orev reported for duty. 
2200 Late rounds. Hospital secure. 

Page 163 

Thursday, 12 March, 1943 
0700 Coffee oeee served ~ 

0730 Muster of personnel. All present or accounted for. Report made to guard, I.J .J 
0800 Sick call by staff. 

Census t Last report 63 Discliarged 0 

Admitted 0 Remaining 63 

1000 Duty completed. Relieved by Lieut. W.M.Sllllphant, (UC) USN - 

(Signed) J.D.BOQNK 
AppzoTSdi Lieut. (M.C.) USH 

/S/ R.G*DAVIS jtg 
Captain (MC) uSH 
Coicandlag. 

Thursday 12 March 1942 
1000 Assumed the duty as Officer of the Day. 

General mess inspected, satisfactory. 
1500 Buildings and grounds Inspected. 
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(J», 3-12-42) P «*« < cottt > 

1615 Lt.Coadr. Tanaka I.J.R. and Dr. Asuma arrived to confer with the Commanding 

1 Officer. 

l$35 Above party loft tlx© hospital. 

1700 General mess inspected, satisfactory. 

1800 Evening Sick Call in all wards and S.0.^» 

2000 Master of ell personnel by Japanese Guard. All present. 

2050 Bight crew on duty. 

2300 Late rounds, hospital secure. 

Friday 13 March 1942. 

0900 Coffee mess served. 

Friday 13 March 1942 f flC* 1S4 

072O Master of all personnel. All present. Report made to I. J .A.Guard. 
0800 Sick call by Staff 

Hospital Census t Brought forward 63 Admitted 0 

Discharged 0 Remaining 63. 

1000 Duty coupleted. Relieved by Went H. If. Kline (MC) USHavy. 

(Signed) W.M.SILLIFHAHT 

Approved! Went (MC) USM 
/S/ H.G.DAYIS LJR 

Captain, (MC) USHavy. 

Friday 13 March 1942 

1000 Assumed the Duty as Officer of the Day. 
1000 General Hess Inspected. Satisfactory. 
1500 Buildings and grounds inspected. 
1700 General Mess inspected. Satisfactory. 
1800 Sick Call on all wards and S.o.q. 

aooo Master of all personnel. All present. Report forwarded. 
3050 Right Corpsnen mastered. 

3200 Late Rounds. Buildings and grounds inspected. 

Saturday 14 March 1942 
0700 Coffee mess served. 

0730 Master of all personnel. All present. Eeport forwarded. 
0600 Sick call by Staff. 

Census: Last Report* 63 Admitted- 0 

Discharged - 0 Remaining 63 
Absentee « 1 P.A.L. 0 

Saturday 14 March 1942 

1000 Duty Completed, Believed by Lieut. I.N.LaVictoire (MC) U.S.K. 

(Signed) K.F.KLXRS 
Approved* L *« < KC > U * H - 

fi,U.DAVIS, Captain (MC) U.S.N-. 
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1000 

1000 
1500 
1700 
1800 

2000 

aco 

2150 

2200 
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Assumed the duty as Officer of the Day. 
General mese inspected. Satisfactory. 
Hoepttal buildings and ground* Inspected, 
General mess Inspected. Satisfactory. 
Evening sick call on all wards and S.o.Ci. 

Master of total personnel in hospital* Beport given to Japanese Guard. 
Night crew mastered. All present and fit for duty. 
Bed check. Ho absentees. 
Late rounds. Hospital secure. 



Sunday, March 15, 1942 
0700 Coffee mess served. 

0730 Haster of total personnel in hospital. Beport given to Japanese Guard. 
0800 Sick call by staff 

Oensusi Last report « 63 Remaining - 63 

Admitted - 0 Absentee - 1 

Discharged - 0 
Duty completed. Believed by Lt.Comdr. C.L.Welsh, MC - USHB. 



1000 



(Signed) 



1000 
1000 
1100 
1300 
1500 
1700 
1800 
3000 
2100 
2130 



Approved I 
/S/ R.O.DAVIS jj H 
Captain, M0 - OSS 
Commanding 



Sunday 15 March 1942. 

Assumed the duty as Medical Officer of Day 
General Mess inspected - Satisfactory. 
Divine Services held. 
Lt.Cdr. Tanaka and Dr. Azuma called. 
Hospital buildings and grounds Inspected 
General Mees inspected. - Satisfactory. 
Evening sick call 

Muster of All Hospital and Staff Personnel 
Might crew Mastered m All fit for duty. 
Bed check complete - Hospital secure 

Monday 16 March 1942. 



I.H.LCVICT0IBB 
Lieut. MC m USHB 
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Beport given I. J .A -guard. 



0700 Coffee Mess served. 

0730 Muster of All Personnel. Beport given I .J .A, guard. 
0800 Sick call by Staff 



Census} 

1000 



Last Beport 63 Admitted 0 

Discharged 0 Remaining . ... 63 

Duty completed/ Believed by Lt.Cdr H.A.Erickson (HC) VSm. 



(Sjgned) 



Commanding 

/S/ RtGiTmS 

Captain - (M.C.) U.S. 



GLIDE YHILSH 

Lt.Cdr. (M.C.) U.S.H.B. 



' Jfi 



1 Oil 



***** 



I'onday 16» March 1942, 

L, A.eun*d the duty a. Medical Officer of Day. 
EK General new inspected. a 

SoO Wight crew au.tered. All prf. 9 euU 
^30 Bed check complete. Hospital secure. 

Tueoday 17, March 1942. 

(Signed) u.Cemdr. (MC) USNR 

Approved: 
/S/ R.G.DAVIS LJH 
Captain (MC) USK 

ayi 168 

Tiwsday, 17 March, 1942 

1000 Assumed the duty ae °«^^ n ^J^JL BlBtig< fc OOD. 
Lieut. (Jc) \f.H.Mor R an. (D.O) U.S.H. Aselstan* 

1000 General mess taepected. ^f*^* d 

1600 Hospital building, and ground. l»»P««* oa - 

1700 General meee taepected. batiefactory. 

1800 Evening «tah • nMBent 0 r accounted for. Report made to I.J.A.ganrd. 

2000 Mueter of Personnel. All present or acc 

2050 Might crew reported for duty. 

2200 Late rounde. Hoepital eecure - 

Wednesday, 18 March. 1942 

0700 Coffee mess served. counted for. Report made to I^.A.guard 

0730 ltaeter of pereonnel. All ^resent or aecoui 

,000 ^^r^.^^»U^.(HC, US .- 

(Signed) Lieat< (MC) USB 

Approved* 
/S/ Ii.G«MVI3 WH 

O-Dt^in (MC) USH. Coxniaaixdlae* 
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Wednesday 18 March 1942. Pqfil 169 

IjljOO Assumed the duty as Officer of the Day. 

lOOO General neea Inspected, satisfactory 

JgOO Buildings end grounds inspected. 

l70 0 General mass inspected, satisfactory. 

lBOO Evening •Ick call. 

K Muster of personnel. All present. Beport Bade to Japanese guard. 

2QgO Might orew reported for duty. 

2200 Hospital secure. Late rounds. 

Thursday 19 Mar oh 1942. 
07OO Coffee mess served. 

1 0730 Iluster of personnel. All present. Beport made to Japanese guard. 
0800 Sick call by Staff. 

Census: Last report 62 Admitted 0 

Discharged 0 Remaining 62 
1000 Duty completed. Believed by Lieut. E.F.Iline, (M.C.) USHavy. 

(Signed) N. SILLITHABT 

Approved* Went (MC) USH. 

/S/ R,G, DAVIS 

Captain (MC) USHavy. 

Thursday 19 March 1942 

1000 Assumed the Duty as Officer of the Day. 
1000 General mess inspected. Satisfactory. 

1345 Lt.Cdr. tanah* and Dr. Azuma visited hospital and inspected the patients. 

Thursday 19 March 1942 F W? 179 

1420 Above party left the reservation 

1600 Buildings and grounds inspected. 

1700 General mess inspected. Satisfactory. 

1800 Sick call on all wards and S.O.^. 

3000 Muster of all Personnel. All present. Beport forwarded. 

395Q Might Corpsmen reported for duty. 

8300 Late Bounds. Buildings and grounds inspected. 

Friday 20 March 1942, 

0700 Coffee mess served. 

0730 Muster of Personnel. All present. Beport forwarded. 
0800 Sick Call by Staff. 

Census: Last Beport i~ 62 Discharged}* 0 

Admitted:*- 0 Benaining:- 62 
0946 Officer of I.J.A., from headquarters at La Salle U., with interpreter, called 

to confer in connection with Dental work. w _ 

1000 Duty completed. Believed by Lieut. I.H.LcVictoire, (MC; U.S.N.R. 

(Signed) B.F.XLIBB 
Approved: Lt. (MC) U.S.tf. 

/S/ H,o.DAY£S ft Captain (MC) U.S.N. 



1000 
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PfSflLlSl (cent) I 

Friday, March 20, 1943 
Assumed the duty as Officer of the Day 



EX) General mess Inspected. Satisfactory 

5Ji5 Japanese Array Officer and Interpreter left the hospital. Recslred dental 



1045 
1316 



treatment • 

Lt.Col. Hasegaw, Major Seklguchl and Cnptaln Omori, Medical Section of 
I. J .A. arrived at the hospital to confer with the Commanding Officer 
1400 AboTs Japanese Officers left the hospital* 

(ft-i, 3~20«42) W 

ytOO Hospital buildings and grounds inspected. 

1700 General bubs inspected. Satisfactory 

1800 Evening eick call on all wards and S.O.q,. 

'jOOO Muster of total personnel in hospital. Report given to Japanese Guard. 

2100 Night crew mustered. All present and fit for duty, 

tag) Bed check. No absentees. 

00 Late rounds. Hospital secure. 

Saturday, March 21, 1942 
Q700 Coffee mess s erred. 

0730 Muster of total personnel in hospital. Report given to Japanese Guard. 
0800 Sick call by Staff. 

1 Census : Last report- 62 Remaining- 62 

Admitted- 0 Absentee*. 1 

Discharged- 0 

1000 Duty completed. Relieved by Lt.Comdr. C.C.Welch - MC - USH 

(Signed) I.N.LATICTOIHK 
Approved. Lieut. MC - USER. 

/S/ R.G.DATIS 

Captain - MC - USH 1Ja 
Commanding 

Saturday March 21, 1942 

1000 Assumed the duties of the Officer of the Dry. 

Lt. Comdr. J • A. Cornell, D.C., U.S.Navy Relief Officer of the Day. 
General mess served. Satisfactory. 
1545 Lt.Comdr. Tanaka, I.JJL and Dr. Asuma arrlvod to confer with the 
commanding officer. Departed 1615. 

cont* d 

Saturday 21 March 1942, cont'd PnCT 172 

1700 General mess served, satisfactory. 

1900 Sick call made. 

9000 Muster of all personnel. All present. Report nade. 

2100 Night crew on duty. 

2200 Rounds node 
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Pnre 172 (cont) 

Sunday 22 Inarch 1942, 

Coffee meet served 
Sick call by staff. 

Morning muster showed all personnel present. Hepor^ made at 0730 . 
i Last report 62« Mo changes. 

Remaining 62 o 

Duties completed. Believed by Lt.J .D.Boone, M.C., USN. 

(Signed) C a C.WELCH 

Approved: Lt.CJI.C. USNavy. 

/S/ R.G.DAVIS Wfi 

Captain M.C., USHavy 
Commanding. 

Sunday, 22 March* 1942 

Assumed the duty as Officer of the Doy. 
Lieut. (jg) W.H.Morgan (D.C) TJSN Assistant OOD. 
General mess inspected. Satisfactory. 
Hospital buildings and grounds inspected. 
General mess inspected. Satisfactory. 
Evening sick call. 

Master of Personnel. All present or accounted for. fieport made to I.J .A. guard. 
Bight crew reported for duty. 
Late rounds. Hospital secure. 

£ao2JL22 

Monday, 23 March, 1942 

WOO Coffee mess served. _ , 

1730 Muster of personnel. All present or accounted for. Report made to I.J.A.Ouard. 

BO Sick call by staff. 

fetus* Las* report 62 Discharged 0 

Admitted 0 Remaining 62 

BO Lieut. (jg) CaA.Dnyer discharged from sick list to duty « 

Duty completed. Believed by Lieut. W.M.SiUiphant (MC) USH «* 

(Signed) JoD.BOOBB 
Approved! Lieut. (MC) USH 

/S/ iUG.DAVIS UH 
Captain (MR) USH 
Conxnandlng 

ilonday 23 March, 1942 

Assumed the duty as Officer of the Dfiy. 
General mess Inspected, satisfactory. 
Buildings end grounds inspected. 
W)0 Lleut-Comdr Tanaka, I.JoHo Dr. Araraa and a Japanese Army Officer arrived 

at the hospital to arrange for transfer of draft from hospital to an unknovn 
destination. 
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3*23-42) ^Ofi* 172 (cont) 

first party of 15 left including all staff personnel and one Officer 
patient, Capt. tfilterdink, (S„C) U.S.N., 
Second group of 18 patients depart ed„ 
Third group of 17 patients left. Total 

The following is a list of Officers, Staff Corpsmen pnd Officer patients 
transferred from the hospital tyr the Japanese authorities 

Monday 23 March 1942 Page 174 

to an unknown destination 

Medical Officers (3) (Staff) 

jSrickeon, SUA*, Lieut-Coradr (MC) USH&, 
Kline. BoPo Lieut (MC) USNo 
Smith, SoV/o Lieut (DC) USH. 

Hospital Corpsmsn (ll) 

Vernon, JoFo Fh*lc Crowell, Ho Wo, Phmlc 

Kelly, SoHn, Ffc*3a McClatchey, VoPo Pha3c 

Hart veil, CY* &u*3c Bell, BoRo. Ph»3c 

Wadl*y» Phm3c Gardella, F.A* Phm3c 

HexaplexaBn, W 0 V o HAlc Wendroff R HAlc 

Jpyner, Ho Co HAlc 
Officer patientso (ll) 

i/ilderdink, W„Ho Capt (SO) USN 0 

Whitney, BJ, Lieut Comdr. USN* 

Johnston, P*i>o lieut Co:dr« USNRo 

Bait sly, Lt*Coindr (iiftt) Active o USNo 

Garrett, VM, Lieut VSm. 

Savyer, J«H«, Limit o \J\W 0 

Gray A.Do, Lieut. U*S*^ 

Stewart, JoA« Lieut (Co2.C.) USHH 0 

Hamilton, D*Wo Jr. L?/ut (jg) UoS«Ho 

Cross, A.B* Ensign U.ScNo 

Amour, C.Wo Ensign, USNR 

In addition to the above 25 existed patients were token, 15 being American 

and 10 beln£ Filipino * 0 

General asm inspected, satf i faotory» 

Kvening sick callo 

Mufiter of peraonnelo All pre«,ent« Heport • • - 

Monday 23 Mr^^i 1942, Pafi* J.7S 



made to Japanese 0W-<m 
Bight corpsmen on £&ty# 
Late rounds, hory';al secure 



07OO 




9**4* 



Tuesday 24 March 1942. 
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7t""Z™m*. All P».»». ".port -ed. to 4nP «.e.. e-xd. 
Sick call by Staff. 

Hospital Ceusues » J „,**. < , o 

Last report 62 Admitted « 

Discharged 37 Remaining 25 
•This Include, one patient AVTOL for 30 daye. 



(Signed) 



W.M.SILLIFHANT 
Lieut (MC) USH. 



PseeJLZfe 



ApproTed: 
/S/ B.G.DAVIS LJH 
Captain (MC) USBf. 

' Tuesday, March 34, 1942 

ABoumed the duty ae Officer of the Day. 
General ne.B Inspected. Satisfactory 
Soralde, D„ M.a*t.lc USFR., declared a deserter 
Hospital buildings and grounds Inspected 
Oeueral meee Inspected. Satisfactory 
Evening elok call on all wards and S.o.<*. 

3-24-42) 

faster of total personnel in *° ^ 

Might crew metered. All preeent and fit for duty. 
Bed check. Ho absentees. 
Late rounds. Hospital secure. 

Wednesday, i larch 26, 1942 

Coffee mess eerved . . t , nmort riven to Japanese guard. 

Muster of total pereonnel in hoepital. aepor* g*^«* *— 

Siolc call hy »taff _^ - 

w , Laet report- 25 Discharged - X 

Admitted - 0 Remaining - 24 
Duty completed. Believed hy U(jg) C.A.Dwyer, MC - USHB. 



Approved* 
/S/ B.0oDAYIS IJH 
Captain, MC USH 
Commandingo 



(Signed) 



I.H.LAVICT0IBJ8 
Lieut. MC - USHH. 



ch 25, 1942. 



1000 
1000 
1500 
?520 
1645 



tfedneeftay 
Assumed «:he duty as officer of day. 

General a" lnsp oted - ''* ,f * otot7 ' , orf ir-r 

U,H. party left hospital grounds. 
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3-25-42) Z&^m 

Mess inspected* Satisfactory 
Uvexiing ca 11 on rJL:L wards SaO.q,* 

iluster of totol hospital * Heport given to lapanese guardo 
iiight crov nuateredo All present wad fit for duty. 
Bed check* No absentees* 
Late Rounds. Hospital secure* 

Thursday March 26, 1942* 

ktf Coffee Iiess served* , 
■ Kxster of total hospital personnel. Report given to Japanese guard. 

B Sick Call by staff 

5~ gai: Laat Report 24 Discharged 0 

Y Admitted 0 Remaining 24 

B 4 Duty completsd. Relieved by U.Comdr. C.C. Welch MC USH. 

' (Sipped) C.A.DWTER 

Approved, Lt( Jg ) MC ~ USHR 

/S/ SoOoDATIS XJR 
Captain, MC - USH 
Commanding • 

Thursday 26 March 1942. 

BOO Assumed the duties of the Officer of the Day. 

U.Comdr. C.T.Cross, D.C., U.S.H.R. Belief O.O.D. 
General mess served, satisfactory. 

Bo Lt. Homamota I.J.H. and Dr. Aroma conferred with the 

Cont'd . 
Thursday 26 March 1942. F Pfif *7g 

Executive Officer. 
■00 General mess served, sa* -ctory. 

■00 Sick call. M ... 

3000 All personnel mustered b: apanese military Guard. All present. 

■00 Night crew on duty. 

Jridny 27 March 1942. 
07QO Coffee mess served. 

l fl800 All personnel mustered by Japanese Military Guard. All present. 
Kbsub* So change. Remaining 24. 

llOOO ° Duties complsted. Believed by U.Comdr. C.L.tfelsh H.C., U.S.Havy. 



( Signed) C.C. WELCH 

Lt.C, M.C<, U.S,N. 



Approved? 
/S/ R.G.DAVIS ur 

Captain M,C, U.S.Havy, 
Commnndlng. 



' CAiaiCAO JCfUKKALs R.G.JDaVIS, CAFTAlN. MC, USN, MOIC H2 
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Jrlday 27-March 1942o p flfi? 179 (coat) 

K Assumed the Duty at Officer of the Day. 

■ Lt.Cdr J.A.Connell (DC)-U*S.N, Ass't 0*Do 
General Mess Inspected.- Satisfactory* 

H Lt(jg) Lambert (MC) U.SN (at Pasay Elementary School Prison Camp) called*, 
0j General Mess Inspected ~ Satisfactory 0 
1800 Evening Sick Call* 

K Evening Master* Report given I.JoAa guard* 

■ Night Crew Mastered* Hospital Secure 

Pqpe 179 

Saturday- 38 March 1942. 
H)0 Coffee Mess 

CgCO Morning Master All Present Report given I*J*A» 

{ensues Ho Chang* ~ Remaining 24. 

Hp General Meet Inspected - Satisfactory. 

Duty completed Believed by Lt* J*D*Boone (KC) U,S*N. 

(Signed) CLTDH tfELSE 

Approved: LtoCdr (MC) USMR* 

/S/ R e G*DAYIS UR , 
Captain (MC) UeS.N* 
Conoanding 

Saturday, 28 March, 1942 

■O Assumed the duty as Officer of the Day 

Lieut. (Jfi) W.HoMoxsan ( D * c ) 0SH « Assistant 00D* 
General mess inspected. Satisfactory 
■00 Hospital buildings and grounds inspected. 
170C General mess inspected. Satisfactory • 
1800 Evening sick call. 

iOOO foster of Personnel All present or accounted for* Report made to I.J*Aoguard< 
ElBO Sight crew reported for duty. 
pOO Late rounds. Hospital secure. 

Sunday e 29 March, 1942. 

07DO Coffee mess served* 
0800 Master of personnel - 

Sick call by Staff 
Census* Ho change. Remaining * 24 

Pfifi? IfiQ 

Sunday » 29 March 1942 contd 

IOOO Duty completed. Relieved \*y Lieut. WJl.Silliphant, (MC) 0*3*1. 

(Signed) JoDoBQUHE 
Approved? Lieut* (MC) USH 

/S/ E,G«DA7IS 

Captain (MC) USH UR 
Coraman 44 -^? 



1: 
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Sunday 29 March 1942 Page 180 (cont) 

Assumed the duty as Officer of the Day* 
General mess inspected, satisfactory* 
l50 0 Buildings and grounds inspected- 
l70 0 General mess inspected, satisfactory. 
•300 Sick coll* 

JqOO Master of personnel, oil present. Report given to Japanese Guard. 
2Q50 Night crew on duty. 
Coo Hospital secure. 

Monday SO March 1942. 



0700 Coffee mess served. 

0800 All personnel metered by Japanese Military Guard. All present. 
Cdsas: Ho change. Remaining 24. 

OeOO Sick call by Staff. 

1000 Duty completed. Relieved by Lieut. I,H.L«?ictolre, (MC) USSR. 

(Signed) Vf.M.SILLIPHANHF 

Approved! Lieut (MC) UbTL. 
/S/ R.O.DAYIS LJR 
Captain, (MC) VSH. 

Monday. March 30, 1942 Page 181 

1000 Assumed the duty as Officer of the Day 

1000 General aees inspected. Satisfactory 

1500 Hospital buildings and g.ouads inspected. 

1700 General mess inspected. Satisfactory 

■00 iSvenlng sick call on all wards and S.O.^. 

JOOO Muster of total personnel. Report given to Japanese Guard. 

2100 Night crew mastered. All present and fit for duty. 

2130 Bed check. Ho absentees. 

2200 Late rounds. Hospital secure. 



Tuesday, March 31, 1942 
0700 Coffse mess served. 

0600 Muster of total personnel. Report given to Japanese Guard. 
08OO Sick call by staff 

Casus: Last report - 24 Discharged - 0 

Admitted • 0 Remaining - 24 
1000 Duty completed. Relieved by CA.Dwyer, Lt(jg) MC-USRR 

(Signed) I.H.LAVIOTOIHB 
Approved] Lieut. MC - USSR 

/S/ R.G.DAVIS 

Captain, MC - USKjjg 
Commanding 
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March 31, 1943 Tuesday 

Assumed the duty as Officer of Day 
General Mess Inspected. Satisfactory. 
Hospital building* and grounds inspected. 



3-31-42) 



General Mess inspected. Satisfactory. 

Evening sick call on all wards and S.o.ij,. 

Master of total personnel* Report giTsn to Japanese guard. 

Night crev mustered. Pound fit for duty. 

Bed check. All present. 

Late Rounds, Hospital Secure* 

April 1, 1942 Wednesday 

Coffee Mess served. 

Muster of total personnel. Beport given to Japanese Guard. 
Sick call by staff. 

Last Beport * 24 Discharged - 0 
Admitted » 0 Remaining - 24 
Duty completed. Believed by Lt.Comdr. C.C.Welch MC - USB. 



Approved. 
/S/ B.G.DAVIS 

Capt. H.C. USB UB 
Commanding. 



(Signed) 



*SflO m (cont) 



C.A.DWTEB 

Lt(jg) MC -V*G USSB. 



Wednesday 1 April 1942. 

1000 Assumed the duties of the Officer of the Pay* 

Ge£«ee General mess served* Satisfactory. 

1600 Buildings and grounds inspected. 

1700 General mess inspected, satisfactory. 

1800 Sick call. 

9000 Personnel mustered. All present. 

9100 Night crew oniduty. 

Thursday 2 April 1942. Page 183 

0700 Coffee mess served* 

0800 Personnel mastered, all present* Report made. 
Sick call. 

Gensnst No change. Remaining 24. 

1000 Duty completed. Believed by U.C., C.L. Welsh, M.C., U.S.N. 

(Signed) C.C.WELCH 
Approved: Lt.c, r«.c, u.s.N. 

/S/ R.G 3 nAVIS UB 

Ca tain U.C., U.S.Navy 
Cocnanding. 



CANACAO JUUiiHALs B.G.DAVIS, CAPTAIN, KG, USB, MOIC 114 
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Thar* ley 2 - April - 1942. 2i£SJL§2»(cont) 

Assumed the Daty at Of floor of the Day. 
Belief 0,D . Lt.Cdr J.A.Connel DC USB 
General Meet - Satisfactory. 
jgOO Baildinge end grounds inspected. 
jflO General Mess - Satisfactory 
t0oo Sick call 

jOOO Personnel Mastered - Beport gireu I.J .A. guard. 
gOO Bight crew on duty. 

Friday 3 April 1942. 

0700 Coffee Mess served. 

geOO Personnel Master - All present <• Beport given I.J .A. 

(900 Traex, J.S. PhM3c - Sick List. 

Erm - Bo Change - R eg a i ning 24. 

1000 Duty completed * Believed by Lt. J.D.Boone MO - USB 

(Signed) CLTDE WBLSH 

Lieut. Coadr. (MC) USBB. 



Approved s 
/S/ B,G,DAIIS 

Captain (MC) USB wa 
Commanding 

Friday. 3 April, 1942 

1000 Assumed the duty as Officer of the Day - 

Lieut. (jg) W.H.Moxgaa, (D.C) USB Ass't OOD. 
General mess inspected* Satisfactory. 
MOO Hospital Dull dings and grounds inspected. 
1700 General mess inspected. Satisfactory. 
1800 Evening sick call 

JOOO Master of personnel. All preeent or accounted for. Beport nade to I.J .A.goard. 
305O Bight crew reported for duty. 
3200 Late rounds. Hospital secure. 

Saturday, 4 April, 1942. 

MOO Coffee mess served 

MOO Master of personnel. All present • 

Sick call by staff, 
mast Last report 24 Discharged 0 

Admitted 1 Bemaining 25 

1000 Duty Completed. Believed by Lt. W.M.SUliphant, (MC) USB. 

(Signed) J.D.B0GB2 
Approved E Lieut. (MC) USB 

/S/ B.G.DAT1S j-j. 
Captain (mf) USB 
Commanding, 



***** 
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Saturday 4 April 1942. Page 185 

K Assumed the duty as Officer of the Day* 
H General mess Inspected, satisfactory. 

LtcComdrc Tanaka, IJJo^ Dr. Azuma and a Japanese Any Officer conferred 
with the Commanding Officer* They requested and received medical 
supplies for the American detachment at Paaay Jilem. School • 
jjqq Above party left hospital. 

Bounds of grounds and "buildings* 
Lq General mess inspected, satisfactory. 

j£ An injured Japanese Arngr Officer vas brought to the hospital in a Filipino 
calesa 9 suffering from Wo punctures wounds of left chest o First aid 
administered* 

The officer vas removed by Japanese officials to another location. 
Sick call. 

Master of all present. Report to I .J. A. 
Wight crew reported for duty. 
Late rounds, hospital secure. 

Sunday 5 April 1943. 

Coffee mess served. 

Muster of all personnel. All present, report to l.J.A. 
Hospital Census - Ho change. Remaining 25. 
Sick call by Staff. 

Duty completed. Relieved by Lieut. IoNoLaVlctolre, (MC) USHR* 

(Signed) W.M.SILLIPHANT 
Approved I Lieut (MC) USH„ 

/S/ RoGoDAVIS UR 

Captain (MC) U*S.N„ 

Pqfie m 

Sunday April 5 fl 1942 

XX) Assumed the duty as Officer of the Day. 

XX) General mess inspected. Satisfactory 

500 Hospital buildings and grounds inspected* 

KX) Gen ral mess inspected. Satisfactory 

DO Evening sick call on all wards and S.Oo^ 

100 Muster of total personnel* Report given to Japanese Guard. 

00 Late rounds. Hospital secure* 

Monday April 6, 1942 

00 Coffee mess served 

00 Master of total personnel. Report given to Japanese Guard. 
POO Sick call by staff 

faxsuss Last report* 26 Discharged* 0 

Admitted -* 0 Remaining - 25 
0900 Truax. J.S., FhMSc. staff, discharged to duty from the sick list. 
09SO Lt. Hamsmotp. I»J»N. «ad-£**-Asama arrived at the hospital to confer with 

the Commanding Officer. 
1000 Duty completed* Relieved by Lt.(jg) CA.Dwyer. MC - USHR. 

(Signed) I.N.AVICTOISJS 
Aunro* Lieut. HC - USHR 

/S/ RqG.DA.TIS aptain MC-USH Commanding 



CAHACAO JOUHHALl H.G.DAVIS, CAPTAIN, MC, USH, MOIC Ho 
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ilonday AprU 6 9 1942 ftftf 197 

LqOO Assumed the duty as Officer of the day«> 

jqOO General Mess Inspect edo Satisfactory* 

\015 Japanese visiting party departed from hospital* 

jgOO Hospital buildings and grounds Inspected. 

1700 General Mess Inspeotedo Satisfactory. 

igOO Evening sick call on all wards • & S o 0„tio 

Coo Mfcister of total personnel o Report given to Japanese Guard. 

ffl.00 Night crev mastered. All present end fit for duty. 

2130 Bed check. So absentees. 

0200 Late Bounds. Hospital secure. 

Tuesday April 7 t 1942. 

0700 Coffee Mess served. 

0800 Master of total personnel. Heport given to Japanese Guard. 
OBOO Sick call by staff. 

Census i Last Report- 25 Discharged *- 1 

Admitted - 0 Remaining * 24. 
920 Officer of I.J.N. (Lt.HaJ«aoto) called. Brought working party to remove 

hospital equipment. 
1000 Duty completed. Relieved by Lt.Comdr. Cecil Welch MC-USNe 

(Signed) C.A.Dvyer 
Approved; ^(Je) MC - USHR. 

/S/ E.G.DAVIS WE 
Capt. MC. USH. 

Commanding. f fifi? 199 

Tuesday 7 April 1942. 

1000 Assumed the duties of the Officer of the Day. 

General mess served. Satisfactory. 

1600 Buildings and grounds inspected. 

1700 General mess served, satisfactory. 

1800 Sick call. 

2000 All personnel ms teredo Report made. 

2100 Night crev on duty. 

Wednesday 8 April 1942. 

0700 Coffee mess served. 

0800 All personnel mastered. Report mads. 

Sick call. 
Census^ No change. Remaining 24 

1000 Duties completed. Relieved by Lt.Comdr. C.L.Welch. «-C. # U.S.*. 

(Signed) C.C.WKLCH 
Approved! I*.C. f M.C. f USH 

/S/ H.G.DAVIS UB 
Captain M.C, U.S.&, 
Commanding. 



CANACAO JOURNAL: HcGoDAVIS, CAWAlif. MC t USH, MOIC 
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Wednesday * 8* - April - 1942c 

jOOO Assumed the Duty afl Officer of the Day 

Belief 0*0.)). Lt.Cdr. J*A.Connal (DD) U.S.H* 

1500 Jktildin£s end ground* inspected. 

1700 General me9* inspected ~ sati* factory 

1800 Sick call 

1900 Evening master «■ All present - Report to I .Jo A guard 0 

B00 Night crei; on duty* 

Thursday 9 - April 1942o 

)040 Distinct earth tremor u 

|600 Morning maUro All preset Report given I.J.A guard 
)7D0 Coffee Mess 

Census ; No change* 24 Remaining* 
1000 Duty completed,* Believed by Lt. J.D.Boon* (MC) VSS 

CLYDK WELSH 

Lieut Comdr (MG) U.S.NoBo 



Thursday, 9 April, 1943 

1000 Assumed the duty as Officer of the Day « 

Lieut* Og) W.HoMorgan, (D*C) USH Assistant OOD. 
General mess inspected* Satisfactory* 

1400 Building* and grounds inspected* 

1700 Evening mess inspected* Satisfactory* 

1800 Evening sick call* 

1900 Evening Mister* AH present* Report to I.J.A*Guard* 
9050 Night crev reported for duty* 
3300 Late rounds. Hospital secure* 

Friday, 10 April, 1942 
0700 Coffee mess *m *ed* 

0800 Horning ouster* All pres* v Report made to I*J*A« guard. 
Sick oaUo 

Census. Ho change 34 remaining 

1000 Duty completed* Reliered Dy Lieut* W*;;.Sllliphant, (MC) U.S.H. 

(Signed) J*D*BOO{03 
Approved: Lieut* (HC) USH 

/S/ RaGta DAVIS UR 
Captain (MC) USH 
Commanding «• 
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(Signed) 

Appror*ds 
/S/ R.O,M?IS 

Captain <MC)'lJ7S.H 
Commanding* 



CAilACAO JOUENAL; H.OoDATIS, captain, mc, usn, moig 
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Friday April 10 1942o Pflgfl 19Q (eont) 

1)00 Assumed the duty as Officer of the Day* 

General mess Inspected, satisfactory * 
|S0O Buildings and grounds Inspected. 
1700 General pose inspected, satisfactory. 

800 iwenirv; sick cello 

Master of rll personnel. Report to I«JNA<> guard. 
60 Night crew reported for duty. 
0 Late rounds, hoapitol secure* 

Satarday April 11, !S4r?o 

'700 Coffee ra<3S3 cervsd. 

Master of all personnels Report to I.JoA. guardo 
Sick call by Staff, 
sus s Last report 24* Discharged 1, Remaining 23. 

John Ho Doherty, Civilian Priest, discharged from sick list. 
Duty completed. Relieved by Limit., I.H.LaVictoire (MC) USNK. 

(Signed) WcM.SILLIPHANT 
Ipproveds R.G« DAVIS UR Lieut (MC) USH 

Captain, (MC) USN* 

Saturday, April 11, 1942 Page 191 



iOOO Assumed the duty as Officer of the Day 

1000 General mess inspect ado Satisfactory*, 

500 Hospital buildings and grounds inspected* 

700 General mess Inspectedo Satisfactory. 

800 Evening sick call on all wards and S.O.Ci© 

1900 Muster of total personnel* Report glren to Japanese Guardo 

E100 Hight crew nrusteredo All present and fit for duty. 

2130 Bed check o No absentees « 

B200 Late rounds* Hospital secure. 

Sunday, April 12, 1942 

0700 Coffee mess sex 

D800 Muster of total i^ereonne? Report given to Japanese Guardo 
Isoo Sick call by staff. 

1)800 Cjalnn, D 0 Le, Lieut., Chaplain Corps, admitted to sick list, 
iensus* L n st "report* 23 Discharged 0 

Admitted « 0 Remaining * 23 
ElOOO Duty completed* Believed by Lt.(jg) CoKoD*yer, MC~USNR 

(Signed) I.NoLATICTOIHB 
Approved* Lieut. MC - USNR 

/S/ R©G. DAVIS u R 

Captain, MC - USH Commanding 

Sunday April 12, 1942 
P00 Assumed duty as officer of the day. 

General Mess inspectedo Satisfactory 
Hospital buildings and grounds inspect sd. 



/ 



V 
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(Son, 4-12-42) £afifiJL2S 

1700 General Mess Inspected, Satisfactory. 

1800 Krenin^ sick call on nil wards and S.O.Ci. 

1900 Muster of personal c Beport given to Japanese guard. 

2100 Night crev mistered. All fit for duty. 

BL30 Bed check . No absentees. 

2300 Late rounds. Hospital secure. 

Monday April 13, 1942« 

0700 Coffee Hess served. 

0800 Master of total personnel* Report given to Japanese guard. 
OBOO Sick call t*y staff. 

■tote At 2100 Japanese Intelligence Officer visited Chinese Cjaarters to question 
personnel about an unauthorised conversation. After warning the personnel 
he departed, taking no action. 
Census s Last Report 23 Admissions. 1 

Discharged 0 Remaining 24 
1000 Duty completed. Relieved by Lt.Comdr. C.C.Welch HC USH 

(Signed) CAoDWIER 
Approved) U.(jg) MC USHR 

/S/ RoOoDAVIS 

Captain-KC-USHR UR 
Co remanding. 

Monday 13 April 1942 

1000 Assumed the duties of the Officer of the Day. 

General mess served, satisfactory. 
1500 Buildings and grounds Inspected. K 
1700 General mess served, satisfactory 
1800 Side call 

1900 Personnel mastered, all present. 
2100 Hlght crev; on duty. 

2200 Hospital secure. Night rations satisfactory. 

(cont'd) 

Tuesday 14 April 1942. 

0700 Coffee mess served. 
0800 Personnel mastered. All present. 
Sick call. 

Census: Ho change. Remaining 24. 

1000 Duties completed. Relieved hy Lt.Comlr. C.L.l/eleh f M 0 C. f U.S.N. 

(Signed) C.C.W&CH 
Approved* Lt.Comdr. H.C. USH 

/S/ R.G.DAVIS UR 

Captain il.C, U.S.N. 
Commanding. 



CAKACAO JOUHHALs RuG. DAVIS, CAPTAIN, HC, USN, MOIC 
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Pflftg 19? (cont) 

Tuesday 14-April - 1942* 

|000 Assumed Duty as Officer of Say - Lt.Cdr, J.A.Connel(DC)USN Asst. 

General Mess served. Satisfactory 
1500 Buildings nod grounds inspect edo 
1700 General Mess served. Satisfactory, 

1900 General Master - All present Beport glren to I.J.A. guard, 
&00 Hlght crew on duty ~ Hospital Secure 

Wednesday 16* April - 1942 e 

B700 Coffee Mess. 

0800 General Muster - All present Report to I»JoA» guard 

Census* Ho change 24 Beaalning 
|1000 Duty collet edo Eellevod by Lt.J.D.Soone (MC) U.S.Ho 

(Signed) CUEDB WELSH 

' Captain; Approved; Lieut, Comdr (HC) USHR, 

US/ KoG.DAVIS LJR 

Commanding - (MC) U.S,H. 

I ft** m 

Wednesday e 15 April 9 1942 

1000 Assumed the duty as Officer of the Day 

Lieut, (jg) "/oH,Morgan # (DC) USH Assistant O.O.Do 

General mess Inspected. Satisfactory. 
1400 Hospital buildings and grounds Inspected. 

1700 General mess Inspected. Satisfactory, < 
1800 Sick call. 

1900 Jfreaing master. All present. 

B050 Sight crew reported for duty. 

2200 Late rounds. Hospital secure, 

Thursday. 16 April, 1942 

0700 Coffee sees s erred. 

[0800 Morning muster. 

Census l So dtan../ 24 remaining. 

Sick call 

0900 Lieut, D«L.(fciian. (Ghw USH to duty from sick list. 
1000 Duty completed, ileHeved by Lt.V,M.Silllphant f (MC) USH, 

(Signed) J ,1).. BOOKS 

Approved* Lieut (MC) USH 

/s/ HoG.datis ura 

Captain (MO) USH 
Commanding - 
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Thursday 16 April 1943. Pa<?e 194 (cont) 

1000 Assumed the duty as Officer of the Day. 

General mess inspect ed f satisfactory© 

1500 Buildings and grounds inspected 

1700 General rae83 inspected, satisfactory*, 

1800 Sick call. 

1900 Evening muster. All present. Report to I.J.A. guard. 

3050 Hight crew reported for duty. 

2300 Late rounds 9 



Friday 17 April 1942. 
0700 Coffee mess served. 

0800 Muster of all personnel. Heport to I.J. A. guard. 
Census: Jirought forward 34 Discharged (l) Hem 23. 

Bote i#iinn 9 D.L. Lieut (CC) USN. discharged from sick list. 

Diagnosis: Myositis, acute. 
1000 Duty completed. Relieved by Lieut I.N.LaVlctoire, (MC) USNR. 

( Signed) W. M« SILLIPHA11T 

Approved! Lieut (MC) USN 0 
/S/ R.G.DAVIS U£ 

Captain (MC) USNavy. 
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Friday April 17 f 1942 

1000 Assumed the Duty as Officer of the Dny 

1000 General mess inspected. Satisfactory 

1320 f i\fO Japanese Officers arrived. Inspected the hospitel. 

^1350 Japanese Officers left the hospital. 

1500 Hospital buildings and grounds inspected. i 

1700 General mess inspected. Satisfactory 

1800 Kvening sick call on all v/ards and S.O.o, 

1900 Muster of personnel. Report given to Japanese Guard. 

2100 Night crev; mistered. All present and fit for duty. 

2130 Bed check. Ho absentees. 

2300 Late rounds. Hospital secure. 

Saturday, April 18, 1942 

0700 Coffee mess served. 

0800 Muster of personnel. Report given to Japanese Guard. 
0000 Sick call by staff. 

Census: Last report- 23 Admitted- 0 Disnhareed- 0 Renainine- 23 

1000 Duty completed. Rel* "ed by Lt.(jn) C./Utf.nr.JR MC-USKH. 

( Signed) I .K .LAVICT0IR2 

Approved: R.G.J)AVIS UK Lieut. IiC - USlffi. 

Captain, MC - USN f Connanding 
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Saturday April 18, 1942 

1000 Assumed the duty as officer of the day« 

1000 General Mess inspected© Satisfactory. 

1500 Hospital buildings and grounds inspected* 

1645 Two Japanese officers cane to visit guard and inspect hospital grounds o 

1700 General Mess inspect edo Satisfactory. 

1700 LtCoodr. Ito X.J.IT. Staff Corps and party of two visited Hospltalo 

1730 Lt Coiadr Ito aad party left hospital grounds . 

1800 Evening sick call on all wards and S0Q 9 

1900 twister of Personnel. Report given to Japanese guardo 

2100 flight Crew Muster. All fit for duty. 

2130 Bed check. No absentees. 

2300 Kite Rounds. Hospital secure. 

Sunday April 19 f 1942. 

0700 Coffee Hess served. Satisfactory. 

0800 Master of Personnel. Report given to Japanese guard. 

0800 Sick call \y staff. 

Botes W.G.Vise, Pharm M 3c admitted to sick List with diagnosis of D.U. (Fever) 
Census: Last Report 23 Discharged 0 

Admitted 1 Remaining 34 

Duty completed Relieved by LtComdTo C. Co Welch MC-USN 

.gned) C.A*DWIBR 
Approved* Lt(jg) MC - USNR. 

/S/ RcGoDAVIS %jjh 
Capt M.C — USE 
Commanding 
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Sunday 19 AprU 1942. 

1000 Assumed the duties of the Officer of the Day. 

General mess served, satisfactory o 
Motes Lt. Comdr. Taraka, I. J .Navy and 3)r. Azuma entered hospital at 0930 to 

confer with the Commanding Officer o Departed 1005. 
1500 Buildings and grounds inspected. 
1700 General mess served, satisfactory. 
1800 Sick Call. 

1900 Personnel mastered. All present*, 
2100 Night crew on duty« 
2200 Hospital secure. 

Hondsy 20 April 1942. 
0700 General ness served, satisfactory* 
0800 Personnel mistered. All present. 
Sick call. 

Census* No change. Remaining 24 «. 
1000 Duties completed. Aelieved by Lt.Conflr. C.L.Ifaash, M.C., U.S.Kavy. 

Approved, WF <?*2£L C - C '* t:LCl{ ' ".Conar.H.CUSH 

/S/ R.G.DA.VIS. Obtain HyC., ■.I.S.Story, Combine. 
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1000 Anond the Duty as Offloor of the Day* AssH Lt.Cdr.T.A.Eonnel, WJ 

1600 Buildings and ground* Inspected. 

1600 Lt.Cdr. Tacaka I„J.B. and Dr. Asuma Yieited 1 hour. 

1700 General amis Inspected - Satisfactory. 

1800 Siok oaU 

1900 Personnel mastered. All Present 

2100 Bight erev on duty. 

2200 Hospital secure. 

Tecs 21 - April 1942. 

0700 General Mess. Satisfactory. 
0800 Personnel metered. All present. 
0800 Siok call 

Osnsus - Bo Change - R e n a l n ine; 24. 
1000 Duty oonpleted. Hollered hy Lt. J.S.Boone (H.C.) U.SH 

(Signed) GLIDE L. WXLSE 

Approved} Lieut. Conor. (MC)U.S.B.B. 

/S/ H.0.DATIS u « 

Captain (M.cT) O.S.B. 
Gomoandlng 

Tuesday, 21 April, 1942 

1000 Assumed the duty a* Offloor of the Bay - 

I*t.(jg) V.H.Morgan, (DC) USB assistant 0 0 D - 

Lieutenant Hanaaaoto, I.J.B. arrived with group of Japanese olTillans to 

begin removal of hospital equipment. 
1200 General boss inspected. Satisfactory « 
1430 Buildings end grounds inspected - 
1700 General ases inspected. Satisfactory - 
1800 Siok call - 
1900 Broiling muster. All present. 
2080 Bight ore* reported for duty - 
2200 Late rounds. Hospital secure. 

Wednesday, 22 April, 1942. 

0700 General msec inspected. Satisfactory. 
0800 Morning mustsr. All present. 
Sick cell - 

Census. Bo change. Bemalning 24 - 

Japanese working party oontinulng removal of hospital equipment - 
0900 Ties, V.G. PhMBo to duty from siok list. 

1000 Duty oonpleted. Believed hy Lieut. V.M.SUllphaat, (MC) USB - 



(Signed) J.D.BOODE 
Approved: Lieut. (MO) USB 

/S/ B.0.DATIS 

Captain (MC) USB XJ& 
Oenmendiago 
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1000 Assumed the duty as Off ioer of the Day. 

1200 General bobs inspected, satisfactory. 

1600 BnUdings and grounds inspect edo 

1700 General mm Inspected, satisfactory. 

1800 Sick call. 

1900 Evening muster of all personnel. All present. 

2100 flight crew on duty. 

2200 Late rounds. Hospital secure. 

Thursday 23 April 1942. 

0700 General sees Inspected, satisfactory. 
0800 Morning sfester, all present. 
0000 Sick 0*11 o 

Census: One change. Benalning 23. Discharged to duty, Vls«v V.G.. FhM3o USE 
0900 Japanese working party continuing rcnoval of hospital equipment. 
1000 Duty completed. Bellowed by Lieut. I.N.LnVletolre (NC) USHB. 

(Signed) W.H.SILLIPHABX 

ApproTSds Lieut (MC) USH. 
/S/ Bo&.DATIS 

Captain (MC) W TJ.S.H. 



Thursday, 23 April, 1942 

1000 Aseuasd the duty as Officer of the Day 

1200 General mess inspected. Satisfactory 

1200 Lt.Condr. Tanska and Sr. Asumn arrived at the hospital 

1300 Abore offioere left the hoepltal. 

144B Believed by Lt{ j g)- Cu ^D^eey J.B.Boone, MC - USH B. 

(Signed) I.V.LATICTOIBS 
Approved* B.O.DATIS JJR Lieut. MC - USSB 

Captain, MC • USH 

Thursday, 23 AprU 1942 



1446 Assumed the d is Officer of the Day • 

1700 General nose 1 eoted. Satisfactory. 

1800 Sick sell 

1900 Evening suet sr. All present. 

2000 flight crew on duty. 

2200 Late rounds. Hospital secure. 

Friday, 24 AprU, 1942 

0700 General mess inspected. Satisfactory. 
0800 Mossing anster - All present. 
Sick CaU - 

Census t flo change. Banaialngi 23 
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(Prl, 4-24-42) 
0930 



?W 2Q1 (ocrat; 



1000 



|000 
1106 
1120 
1200 

iao 

1400 



Lieut. Coadr Tanaka, Medical Corps, I.J.N, and party arriTed for 
inspection of baggage - 

Duty ooapleted. Believed by J.A.Pfelffer, Phar. U.S.I. 



Approved? 

/S/ H.O.BATIS UB 
Captain (MC) USH 
Coaaaadiag ■» 



(Signed) 



JoD.BOOHB 
Lieut. (NC) USI 



Friday April 24. 1942. 

Aasuncd the duty as Officer of the Day. 
Lt Coadr Tanaka and Sr. fisuna loft hospital. 
Beaalalng Japanese naval party left hospital. 
Boon seal Inspected - excellent. 

Japanese laval 4 Military Authorities arrived to escort detail taken into 
custody. (Lt. Kusoaota, X.J. A,- LtCoadr Tanaka I.J.I. and Dr. Asana). 
The following personnel, ol-rll capioysee and - ~ - - - - - 
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Friday April 24, 1942 
staff left under custody. 
Condr. L.H.Sartin (HO) USI 
Coadr M. Jcses (MC) USI., 
LtCondr C.L.Welsh (MC)., 
Lt Condr C.T.Cross (DC)., 
Lt.jg CAoUwyer (MC)., Lt. 
Fhamaolst C. Shearer USI., 
Anderson, X.H, PhH2 
Ca»ein, B.O. PhM3 
Collins, J.J5. CPHa 
BeMuth, P.V. Pha2 
Lias, A, I. CPHa 
Edwards, G.D. PHa2 
flealng, H.I. FHnl 
Oaapa, L.J, Pha2 
Hood, W.O. PHa2 
Benson, D.A. PHa2 
Istoek J.T. PHb2 
Kirby, H.L. PHa2 
Monro, W.L. PHa2 
Ho Curry D B. Pfia3 
loyee I L. PHal 
Peachey, O.B, PHaS 
Plilsr, L,M. CPHa 
Biker, Da PHaS 
Hies, J. PSeS 
Tappy, L B PHa3 
Ware, B.O, PHa2 
Stueve, 1.0. Ioa3 

Outhrle 0 T. n 2m3 
Bovlla 3 C :Ha3 
Basr, B.V. PHa3 



LtCoadr C.C.Weloh (MC). 
Lt. I.I.LaVlotolro (MC)., 
Lt. D.L.Qnlnn, ChC., 
W, Morgan (DC)., 
Fham. J . Turnip seed USI. 
Arnold, O.H. PhM3 
Coburo, D A PhM2 
Coapton, L.C. PEa2 
Dick B.J. PHaS 
Eckstein, L.W. PHa2 
Puller, E.W. PHa3 
Oolag, B.B. PHaS 

Blldebrand, 1.7* PHa2 
Harrington E.D. PHa2 
Halveg, Sa PHaS 

Xoehler B.C. PHaS 
Llnvlll* J PHa3 
McLsndon D A 
Maase, A B CPHa 
Phil con, C.A. 
Pcrolful, O.P. PHelo 
Blhn. J.J. PHa2 
Bapp, P.C PHaS 
Shipaan, W.E. PHaS 
Truss J S. PHaS 
Welle, A. PHal 
Ties, W.O. PHaS 

DaTls, D.W. PHaS 
fast CK PHaS 
Matheson, B,L. PHaS 
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Friday. April 24, 1942 ?afi e 

Cy Fu Cook Kr/ong Yuen Mess Attendant 

ttbo Some Mess Attendant Tarn Gee Mesa Attendant 

Gee Yee Cook P. Tolentino - Plumber 
Wong Kee Mess Attendant 
Mg Choy Mess Attendant 

Patients taken into custody. 

Sibley, CP. Sea2c Dementia praecox 
Horn, V/. J.- CiSM H 
Lohman, G.'.f. MM2 " 

JglO Lt. Kusamoto, I. J. A., left hospital. Food confiscated, 2 truck loads. 

1545 Remaining Japanese party departed. 

1700 General mess inspected; satisfactory. 

1900 Uusteri no absentees. Report submitted to Japanese buard. 

I 2050 Hight Crew metered. 

L210Q Wards secure - lights out. 

[2200 Late rounds; all secure. 

Saturday April 25, 1942. 

0700 Breakfast inspected; satisfactory. 
0800 Morning master; no absentees 

Sick Call. Census: Transferred 3 Remaining 20 
1000 Duty Completed. Relieved by Pharmacist CK. Condon, U.a.n. 

(Signed) J.A.PPBIPP-3R 
A^roved: Pharmacist. U.S.IT. 

/S/ R.G.DAVIS jja 
Captain (MC) USN 

M.O.In Charge. fnge gQ4 

Saturday, April 25, 1942 

1000 Assumed -the duty as Officer of the Day 

1200 Moon neal inspected - excellent 

1345 A Japanese Major visited the hospital. 

I 1415 The above mentioned Japanese officer left the hospital. 

1600 Building s and grounds inspected. 

1700 Evening meal inspected - satisfactory 

1900 Muster - Wo absentees - Report submitted 

2050 ilight corpsmen mustered. 

2100 i/ards secure «» Lights out 

2130 Late rounds - All secure 

Sunday, April 2G, 1942 

0700 Breakfast Inspected - Satisfactory. 
0800 Morning master - Ho absentees 
Sick Call 

Census: Ho change - Remaining 20 
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0846 Catholic Haas held 
0900 Protestant Services held 

1000 Duty completed. Relieved by Pharmacist BoO.Hogmn, U.SoH. 

(Signed) C.KoCOMDOK 
Approved s Pharm., U.S.Ho 

/S/ B.G.DAYIS 

UK Captain (MC) UcS.I. 
MoOo in Chairs* 

Sunday, April 26, 1942 
1000 Attumsd the duty as Officer of the Day. 

1000 Japanese Havel Authorities arrived. Medical Department Suppllee and 

Equipment not in use confiscated. 
1130 Japanese naval party left hospital. 
1200 Boon seal inspeoted - Satisfactory • 

1345 Japanese Haval party and trades returned o Remaining equipment and food 

supplies oooLflscatsdo 
1600 Japaneee naval party left hospital Buildings and grounds inspected* 
1700 Evening meal inspected *» Satisfactory. 
1900 Master - no absentees - Report submitted*, 
2050 Hight crew mastered 
2100 Wards Secure - light t cat. 
2200 Late rounds - all secure. 

Monday April 27, - 1942. 

0700 Breakfast inspected - satisfactory. 
0800 Morning Muster - So absentees o 
Sick Call. 

1000 Duty completed. Believed by I>t.Comdr, J.A.Sonnell (B.C.). 

(Signed) S 0 HOG AH 

Approved i Phanu U.S.H* 

/S/ B,G.D1TIS jj« 
Captain (H.C.) l/oSJJ. 
H* 0. in Chaise. 

Monday April 27, 1942. 

1000 Assumed the Duty as Offlccrof-the~Dfqr. 

1200 General Mess Inspected* Satisfactory • 

1800 Buildings and Grounds Inspected. 

1700 General Mess, inspected. Satisfactory . 

1900 General Muster. Bo Absentees. 

2100 Bight Crev Mastered. Bounde Hade, 

2200 Bounde Made. Ho Bemarke. 
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Tuesday April 28, 1942. 

0700 Coffee Mess. 

0800 General Muster. Ho Abscnteee. 

Sick Call By Staff. Cmsus - No Change - Remaining 20. 
1000 Duty Coseplotedo Believed by Up J.D.Boone (KC) USE. 

(Signed) JAMES A. CQNNELL 

Approved! Lieut . Conlr. (DC) USff 0 



/S/ HoOoDATIS tj X 

Captain (HC) USH. 
Cosaandingo 

Tuesday, April 28, 1942 

1000 Aerated the duty ae Officer of the Day. 

General seta inspected, Satisfactory. 

1600 ftilldiags and grounds inspected. 

1700 General sees inspected. Satisfactory. 

1800 Sick call 

1900 Kvsning meter. All present. 

2060 Hlght arev reported for duty. 

2200 Late rounds. Hospital eecore. 

Vtdnesday, 29 April, 1942 

0700 Coffee sese serred. 

0800 Horning meter. All present 
Sick oaU 

Census: Ho change m Bemalnlngl 20 
1000 Duty ooapletedo Relieved by Lt. W.M.Sllliphaat (MC) USH 

(Signed) J.DJBOOnS 
Approved i Lieut* (NC) USH 

/S/ HoGoDATIS UB 
Captain (MC) USH 
ComanAlag - 

Wednesday 29 April 1942. 

1000 Asstueed the duty ae Officer of the Bay. 

1100 General aess inspected, satisfactory. 

1800 ftilldlngs and grounds inspected. 

1700 General Bees inspected, sat isf act oxy. 

1800 Sick call. 

1900 Muster of all personnel. Beport to I.J.Guardo 

2080 Hlght crew metered. 

2200 Late rounds. Hospital secure. 
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Thursday April 30, 1942 
0700 Coffee aese ••rrod. 

0800 Horning ncster. All present. Heport to 1= J .Guard. 
0800 Sick Call. 

0900 Con sua. Ho change. Revaluing 20. 

1000 Duty completed. Believed by !*•»*■ Fhan. J.A.Pfelffer, U.S.N. 

W.M.SILLIPBABT 
Lieut (HC) U.S.N. 



£tfEU&ft 

Thursday An rll 30th, 1942 

1000 Assumed duty as Officer of the Say. 

1100 General aese inspected; satisfactory. 

1600 Buildings and grounds Inspected. 

1700 General aces Inspected; satisfactory. 

1800 Sick call by staff. 

1900 Evening snster; no absentees. Report to guard. 

1910 Lioutenant Hlrayana Tanogashlaa, I.J .A., new Officer In Charge of Guard 

took turn about the grounds and left lasssdlately. 

2060 Bight orev mustered. 

2100 Wards secure; lights out. 

2200 Late rounds; all quiet. 

Brlday May 1, 1942. 

0700 Coffse Hess. 

0800 Hueter. Bo abeentees. 

Sick Call by staff. 

Census, no change. Remaining 20. 
1000 ftity Completed; relieved by Pharmacist C.K.Condon, U.S.B. 

(Signed) J,A.PfBIBF£R 
Approved; Pharm. U.S.B. 

/S/ BoO.DAVIS j, R 
Captain (N.C.) U.S.B. 
Medical Officer In Charge. 



(Signed) 



/S/ APPBOfBD 

B.G.BA7IS _j H 
Captain (MC) USB 



Brlday, May 1, 1942 

1000 Assuned duty aa Officer of the Dvy. 

1068 Japanese Officer Inspected the Japanese Guard 

1100 General Mess Inspected - Bxoeller.t. 

1600 Buildings and grounds Inspected 

1700 General Mess Inspected - Bxcellent. 
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(Fri, &~l-*2) 

1900 Evening miter - Ho abesntess - Report to Guard. 
2050 Sight crsv muotered 
2200 Lato rounds * all ■•ear* 

Saturday, May 2, 1942 



0700 
0800 



1000 



Coffss Moss (Ovaltlna). 

Gsnoral Mooter - Bo absentees - Report to Guard. 
Sick Call 

Census - Ho change - Remaining 2SU. 

Duty Completed. Rellsred by Pharraaclet 0. E. R&gsn. U.S.H. 



(Signed) 
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C.K.CCHDCH, 
Pharmacist, U.S.H. 



approved: 



R.G.PATIS UR 
Captain <HC) USH 
M. 0. In Cha^pe. 



Saturday. May 2. 1942. 

1000 Aseumed the duty as Officer of the Say. 

1100 General mass Inspected - Satisfactory. 

1500 Buildings and grounds Inspected. 

1630 Japanese Officer Inspected the Japanese guard. 

1700 General msss Inspected - Satisfactory* 

1900 Evening muster - Ho absentees - Report to guard. 

2000 Hlght Crew mustered. 

2100 Wards secure, lights out. 

2200 Rounds mads. Hospital secure. 

Sunday. May 3. 1942. 

0700 Coffee mess. 

0800 Master - Ho absentees - Report to guard 

Sick call by staff. Census I Ho change. Remi 20* 
0815 Cathollo Mass held. 
0900 Protestant ssrslcs held. 

1000 Duty completed. Rellsred by Lt.Comdr. J.A.Connell (D.C.) US.H. 



Approved; 
/S/ Ro G.DAVIS 

Captain (M.C.) U.S.H. 
M.0. in Charge. 



(Signed) 
LJR 



B. 0. HOG AH. 
Phara. U.S.H. 



13=1 



1000 
1100 
1600 
1700 
1900 
2060 
2200 



0700 
0800 

1000 



1000 
1100 
1600 
1700 
1800 
1900 



2080 
2200 



0700 
0800 



1000 
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Sunday May 3, 1942. 

At turned the Duty as Officer of the Say. 

General Mast Inspected. Satisfactory. 

Buildings and Grounds Inspect ado 

General Haas Inspected. 

Eranlng Mustier. Bo absentees. 

Hlght Craw fostered. 

Lata Bounds. Hospital Saoare. 

Monday Kay 4, 1942. 

Coffee Meaa. 

General Matter. Ho Absent ese. 

Slofc eall by Staff. Canaaa - Ho Changce 20 Benalnlngo 
Duty Coapleted. Relieved by - Lt. J. D.Boone (MC) USH. 



Approved s 
/S/ R.G.MTIS jj R 
Captain (MC) USH 
Connandlng. 



(Signed) 



JoAoCOHKBLL 

Lleat. Condr. (DC) USN. 



Monday, 4 May. 1942. 

Attuned the duty as Officer of the Day. 
General sees Inspected. Satisfactory. 
Buildings and grounds Inspected. 
General mess inspected. Satisfactory o 
Sick call - 

Evening mater. Ho absentees. 



Monday, 4 May, 1942 (cont'd) 
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Hlght cm metered 

Late rounds o Hospital secure. 

T uesday, 6 May, 1942 

Coffee Mil s erred. 

Morning meter. All present. 

Sick call - 

Census s Ho Change . Bemlnlngi 20 

Duty completed. Relieved by Lieut. W.M.Silllphant, (MC) USH ~ 



ApproTed m 
/S/ H.GoDATIS HI 
Captain (MC) USH. 
Comandlag. 



(Signed) 



J.D.BOGKK 
Liauto (MC) USH 
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Tuesday 5 May 1942. 

1000 AinMd the duty as Officer of the Day. 

1100 General aesa lnapeoted, eatiefactory. 

1500 Building* and ground* lnapected. 

1700 General aeee inspected, satisfactory. 

1700 Sick call. ... 

1800 Brcnlng auster. Bo absentees. Baported to i.J.a. 

2060 Bight orav austered. 

2300 Lata rounds, hospital aaoora. 

Wedneeday 6 May 1942 

0700 Coffee aese served. 
0800 Morning auster. Bo abaentees. 
Sink call. 

Ceneue. Bo change. Beaninlng 20. 
1000 Duty Coapleted. Baliered by Phara. J . A. Pfeiffer, U5B. 

(Signed) W.M.SILLIPHAHT, 
Approved: B.G.DATIS ^) USB UB 

Captain (MC) U.S.N. LJB 



W cdnccday May 6. 1942. 

1000 Aesunad the duty aa Officer of the Day. 

1100 General Meaa inspected; aatlafaotory. 

1500 Balldinga and grounds lnapeoted. 

1700 General aeea lnapected; aatlafaotory. 

1800 Sick call by staff. 

1900 Brening auster; no absentees; report to I. J. A. 

2050 Bight crew austsred. 

2200 Late rounds; all secure. 

Thnrs. Hay 7, 1942. 

0700 Coffee aeea Barred. . . „ — 

0800 Muster; no absenteee. Sick call by etaff . Census no change. Eenainlng 20. 
1000 Duty oonpleted^ rellered by Pharaaciat C.K.Condon, U.S.Hary. 

(Signed) J.A.P1BI7FBB 
Approved! ***** 

Capt (MC) USB UK 
Medical Off la Charge. 
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(cent) 
Thursday, May 7, 1942. 

1000 As tuned the duty as Officer of the Day 
1100 General see* Inspected - Satisfactory 
1255 A Japanese Haval Officer and Dr Asuna In. 
1355 Toe above party left hospital * 
1600 Buildings and grounds inspect ed. 
1700 General ess Inspected. Excellent o 
1900 Evening ouster - no absentees 
2050 Hisht ore* metered . 
2200 Late rounds - all secnroo 

Pare ?14 

Friday, Kay 8. 1942 

0700 Coffee Hess eerved (Oval tine)* 
0800 General mister - Ho absentees 

Sick call by staff - Census: Ho change - Ben 20 
1000 IXUy Completed. Believed by Pharaaciet S„ 0, Hogan, I 

(Signed) QJ£*<XHU* 

Pfcam.* u 

Approved: 

/S/ Go DAVIS U& 

Captain (MC) USB 
M.0„ in Chazge 

Friday, May 8 - 1942 

1000 Aesruaed the duty ate officer of the Day. v 

1100 General ztess inspected ~ Satisfactory . 

1410 Japanese Inspeotii"? party arrived • 

1415 Believed by Fhara J.A.Pfelffer for baggae* inspection 

1610 Japanese inspecting party left hospital. Conf is v*ted microscope (Govt.Propt.) 

and several it ens of personal effeote. 

1700 General sees inspected - Satisfactory. 

1800 Sick Call 

1900 Evening meter - Ho absent eee - Beport to I.J A. 
2050 Hight crew met ered, 

2200 Late rounds 9 all secure. 

Saturday y 9 - 1942 
0700 General mess Inspects » satisfactory. 

0800 General meter - Ho absentees - report eabmit v \ to I .J .A, VjotA. 
Sick call by staff. 
Census t Ho change. Remaining 20. 
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0945 Lto Kueaaoto. I* J. A. arrived* 

1005 LtoComdr. Tanaka, I.J.N, and Dr. Axuna arrlred. 

1030 The following personnel, clrll employees and staff left under custody. 
Cap*. B.G.DaTis (H,C.) U.S.B. 

Capt. L.J. Roberts (M»C.) U.SoN. - Capta KeSaLovttan (M.C.) U.S.N. 
LtoCondx. JeA.Connell (DC) U.S.H. Limit o J.D.Bqoaa (MoCe) U.S.N. 
Liauta (Jc) BoR.Brevster, (C.C.)UoS.H FhazSa Co K. Condon UoS.H« 
Fharm. B«0«Hogan UoS.H. 
Steele, W.E. 
Haaee, B» J»« 
Wade, Wa 
Turner, K. E* 
BJomstadp B,B, 
Hyera, E* B« 
Donahue, Wa E. 
Sohvaloh, J.Jo 
Dunn, W. Bo 

Cblnaaa Mass Attendants 
Shine 'one* Tan Ban. 

Bg Hoa« Shine Tang. 

Lto Comdr. Co Shaw, V^&J^ USOkGaSa 

2nso Ca 5. Oeor,-o, Jr., U.S.N. 
Gunner J. If, Bennett, U.S.Na 



CPha. 


Britney, D.B. 




CPhn. 


Bjurling, B. W. 


Phalo 


Ptuolo 


Kluak.r, 0. 0. 


Pha2o 


Phs2o 


Gallaher, B. V. 


Pha2c 


PJuaSc 


Hoyl., J* 
Patton, B. B» 


Phm3o 


PhaSc 


Pha3e 


Ph»3o 


Durham, I. V» 




Phm3e 


Dodson, M.E. 


PhaSo 


Phm3c 


Chris tensan,B.Lc 


Pha3e 



(Sat, 5-9-42) 



(Patients, continued) 



Bost.r, J.F. 
Reynolds, A«J« 
Pill, B. 
Allison, B»2. 



Pfc. U.S.M.C. 
BM2o 

H-S2c » 
A.0.M.2C. 



F.rkle, VT.S. CM.lo 

Hann, J. AOKLc 

Diamond, C.W. Jr QM2o 

McAlpin,C.V. qM2c 

Buahl, V.L. Pfc. U.S. M.C. 

gay Coofra * 
Costado, X. O.C.lo. 
Varies, I. S.C.2e 

Liaat. W.M.Siliiphant (M.C) vaa left at St.Scholaetica Collage with a 
email madloal uait for ear. of all tubuoular oaaae. 



Approved t 
/8/ 



(Signed) 

B«a.BATIS tjo 
Captain (h.C.) U.S.I. 



B. 0. HOG A3 
Phara. U.S.H. 
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11 C"11-1Q~45 : Captain Davl«'« Official B«port to the Secretary of 
too X&rj. 



CAHACAO JOlMfiOiS R.G.DATIS, CAPTAIN, MC # UKN, MOIC 135 

1&£ - - - " 

AMHEXBD DOcAl'MJgtfg 

/Broadcast from Manila, P.I., March 5 t 1942, over XZBRj 

This is Captain Hobert Go Davis, Medical Corps, United States Navy, 
Coismandiiig Officer of the Canacao Naval Hospital and Medical Supply Depot, 
speaking from Manila and whose home address Is 687 Haskell Avenue, Bockford, 
Illinois. I desire to Inform all oar relatives and friends that we are all veil 
and receiving courteous treatment from the Japanese Aathoritiesc After the 
destruction of the C&rlte Nary Yard on December 10th and the expected bombing 
of the Saagley Point Area the hospital was moved to the Philippine Union College 
in xialintawak, a suburb of Manila. On December 26th the hospital was again cored 
to Scat a Seholas tlca College where more spacious accommodations were available 
upon the evacuation of the Amy Medical Department. 

During our incidence at Santa Scholastics to the present time all Naval 
patients have bean tf«U cared for and the Japanese Militaiy Authorities have 
made frequent calls to inspect and cooperate in accordance with the provisions 
of the International Treaty of Geneva* It is noteworthy that during the bombing 
of Cavite the hospital was spared through the prominent display of the Bed Cross 
emblem. VJa have had adequate food and all patients have made rapid Improvement 
and maay have reached fall recovery. The Santa Scholastics buildings have afforded 
us comfortable wards and living accommodations end the grounds sufficiently 
spacious for recreation such as croquet, volley-ball, basket-ball, etco 

Our chief worry during our period of Internment has been the absence of 
mall and the inability to c >nrT ^anicate our welfare with relatives at home, there- 
fore, I sincerely appreciat this afforded opportunity of speaking direct to the 
United States and hope that those hearing this broadcast will inform our relat- 
ives who may not be listening In* I again wish to express our thanks to the 
Japanese Military Authorities for their efficient and courteous care of this 
% command and add, with my personal greetings, those of the Executive Officer, 
Captain Hoberts, and Chiefs of the Surgical, Medical, and Hurting Services, 
Captain Lovmaa, Commander Sartln and Chief Burse, Miss Cobb* 

This is Captain Robert 0* Davis, Medical Corps, U.S»lfavy, speaking from 
Manila* Best wishes and greetings to all. 

***** 

/KOTSi The foregoing text of Captain Davis 1 s Manila Broadcast was found 
aaong numerous papers salvaged from Blllbld Prison on 4 February 1945 by Hobrrt 
Vfo Xentner, and presented to the Hospital Corps Archives en 21 April 1945. This 
paper has been examined by Captain D&vis who recognised it as the bonaflde text 
of his broadcast and stated that it was given at Station KZBN, Manila, on 5 
March, 1242* See note, page 166 of the Journal « Although not a part of the 
official journal, it Is therefore annexed to the Journal as Document "A"<, VVXfBj 

BKK F. DIXON, LT HC USH 
Hospital Corps ArchlTss 
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SRC." (?,) STATEMENT AND INVENTORY 

o f 

• Captain MM MC, DSN. terminal Medical Officer in Command. 

F U.S.NAVAL HOSPITAL, CANACAO, P.I., 

and Medical Aide to the District Commands**, 16th Naval District. 

K3s 

SBGOHDS OF U.S.HAYAL HOSPITAL. CANACAO P.I.- - - - - - 

Confiscated by J»m JboaLJtottBZ&iltt ^ l«P*i P ' Is 5 - 9 " 42 

***** 

*>UovUs the eattaM* .f ww to the fhm W inee, December 19<a. the einto- 
letmtSe "ST penned record, of the UJM J"^*^™*, 

vae interned by Japanese authorities on 2 Janoary 1942. 
Schola^ 

SEcUK allegedly held thereafter at «**g^^ t ^^ 

Manila Sanitorium. Japanese officials seeing these .^^^^^2 
he held in custody until the termination of hostilities, after wnxcn wwy wou* 
be returned to American jurisdiction. 

It is assumed ttat these records were retained by Japan •■• f** 
if no"left*iHhe Philippines, were transferred to Japan for ™**°^< l *T 
aes?royed"n the bombing of Japanese military objectives, they may hare been 
recovered by Occupation Forces. 

INVENTORY , „ . 

Following is a general (approximate) description of the record, confiscated. 

ITEM l: About 150 service record, of staff enlisted P«™»£?f paWeat8 ' 
• « 2. About 150 health record, of staff personnel ^ Jp* 1 ? 1 * 8 : - n th m 
« 3, About 200 reports of ^ (MB Form «N«) including deaths from the 

bombing of Cavite Nev ard, 12-10-41. 
h 43 About 50 folde.<s, Adraii ration and Personnel 2U.es. 

« r I S Lies (15 to 20) Re* tera of Patients, Deaths and Burials, 1899-1942* 
I J'. 1 SsSKTof r^rfs ant data relating to Medical Department 

activities subsequent to 7 December 1941. 

CERTIFICATE, 
11-19-45 

I certify that to the best of my knowledge and belief tik foregoing is a correct 
statement and inventory. ^>^y *\) *\ 

^.f^^^r^^^^MCUSW 
Former Medical Officer in Command, 
U.S.Maval Hospital, Ctnacao, P.I. 



AHMBXBD W 0 W -HC ARCaiVilS mm 260~43£f ^3 J 

CAIIAG^O JOURNAL* l&J 

I-1A1TILA BAY 2PI30DE 



He: 

Canacao Hospital 



The following report on the activities of the U«8.2Iaval Hospital, 
Canacao, P.I., at the beginning of the Vlar, 1941-2, was rendered by 
Capt. R. J .Davis, MC U31I t repatriated prisoner of war* after liis return 

to the United States following VJ~Dpy liberation in Ilanchukuo* 

The report was prepared on 16 ITovenber 1945, and was forwarded 
to the Secretary's Office, by Chief Bulled, on 30 November, with the 
recommendation that this h^pitaibe awarded the Presidential Unit Citation. 

To date, 23 January 1946, no information is available as to whether 
the Board of Iledals and Awards has acted on the recoo^ndation. 



Ski i\ DIXOil, -LV HC Vlili 
Hospital Corps Archives. 



ilOTIJj 'i'he official Journal of the U.S.MaVnl Hospital, Canacao, P. I., 
opened 5 November 1941, and ended 9 ilay, 1942, vae salvaged by 
Captain iKvis and returned to the Bureau of Medicine and Surgery, 
uhere it is no\.' vith other BILLUID-PO - .' PAPERS in custody of the 
Hospital C 0 rps Archives,, Last entry on this Journal follows: 

"Lieut. '/.n.Billiphant (lie) '/as. left at St. Scholastics. College 
tnlth a siaall medical unit for care of all tubercular cases. 

(Signed) "13. 0. HOGAIf, 
"Pharn. U.iJ.li. 

"approved 

" j'of "A.G. S 

"Capt; C US1T" 



NAVY DEPARTMENT 
BUREAU OF LJ22ICIIS ccl SURGERY 



16 November 1945 

From: Captain Robert G. Davis, L1C, U.S* Navy, (74-97) 

To: The Secretary of the Navy* 

Via: Chief, Bureau- of Medicine and Surgery. 

Subj: The U.S. IJaval Hospital, Canacao, P.I. - its termination and staff 
activities during the period 8 Deceuber 19/rl to 13 I&§r 1942. 

1. Upon the outbreak of hostilities I on uuty &s -euioal Officer in Command 
of the U.S. Iteval Hospital, Canacao, p.I.j additional duty as Commanding Officer 
of the I;aval Medical Supply Depot and additional duty as District medical Officer. 

prior to. the declaration of war on 8 December 1941, plans included the distri- 
bution of medical stores in various parts of the hospital grounds, lUnila and the 
Section Base at L'tariveles. One room in the Medical Supply Depot was cleared of 48 
caskets and s^rne placed in a hospital garage. In this space six hundred cots and 
"mattresses obtained from the Supply Department in the Cavite Navy Yard, were stored 
for ready access. Five air raid shelters recently authorized had been surveyed, 
and on 5 December the project given priority by the Public YJorks Department. The 
only possible air shelters for the hospital were sand bagging around the cement 
floors of the main hospital building, materiel store room and the Kurses quarters. 
Early in the morning of 8 December, I conferred with the Comix ndant and had orders 
issued for contract laborers to at once start sand bagging the above mentioned 
buildings after obtaining bags from the Supply Department, also orders for a 
lighter to transport medical supplies and equipment to Llanila and the Section Base 
at Llariveles and requested the immediate transfer to the hospital of a 250 K.r. 
generator from the Yard for emergency current for limiting and refrigeration of 
food, and biologicals. All electric lines being exposed, a failure of current 
appeared certain. Corpsmen loaded the lighter at the hospital pier and all hands 
worked diligently throughout the day and part of the ni^it on general hospital 
security. In accordance with plans, the lighter got under way at 2200 for Llanila 
and Llarivele? with HEKSOi:, Dudley A., PhL12c, in charge, and safely delivered 105 
tons of medical stores including fir Id equipment, one battalion outfit to 
Lit riveles Section Base, 80 tons to the Navy Bodega in Uanila, and 20 tons to the 
Custom House in Llanila. All Veterans Bureau patients and IJ-vy patients consid- 
ered ready for duty (total 62) were discharged from treatment so that all possible 
beds might be available for any emergency, and on 9 December, 154 patients were 
transported by water to Sternberg General Hospital in Manila as previously 
arranged with the Army Medical Department, in charge of Lt.(jg) E.F. Ritter, IX, 
DSN, and Kurses, Ann Bernatitus and I.lary Chapman. Three medical officers on the 
sick list, namely Comdr. Llaurice Joses, klip, USL T , Lt.(jg) E.F. Kline, L1C, USK, and 
Lt.(jg) C.A« Dwyer, L1C, USK, were discharged to duty and assigned to the Hospital 
staff. Hie more seriously ill patients were placed in Sternberg proper and the 
majority in the Annex, Estado L r iayor. 

These transfers on 9 December made all beds at Canacao available for the 
emergency th~t occurred the next day when the Cavite I!avy Y^rd was destroyed by 
the Japane,vj aerial bombing. Admirals Hart and Rockwell visited this Kaval Hospital 
at 1700 on 9 December and expressed pleasure and approval of all wo had accomplished. 
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rly on 10 December, 'the Executive Officer, Crptain L.J. Roberts, I.IC, OSE, ~1~39 
bconipanied me to Sternberg Hospital in L'.anila v;here we visited all Uavy patients 
|nd surveyed the general organization, returning to Canacao at 1100 after a 
ifficult passage through the Nichols field Area. Air alarms sounded at %k$p and 
lie Cavite Yard was bombed furiously for 4,0 minutes by 81 Japanese bonbers in 3 
perfect formations at about 20,000 feet, covered by some 20 fighter planes. /II 
ELear at 1350 and every type of vehicle began arriving at the hospital v;ith injured 
jtavy and Civilian personnel. During the bombing; all hospital personnel took 
Shelter under sand bagged floors and several of us used the old Spanish Cistern 
tear the sea waXU Wo bombs fell in the hospital grounds bub several splashed 
near the sec. v ail ;.nd one landed near the north east corner of 'the grounds. Five 
prominently d:L splayed red crosses on the roofs of the hospital buildings u£y have 
protected and spared the hospital reservation. The hospital being empt , all beds 
fcere.at once filled by over 400 Navy and Civilian personnel casualties from the 
l&vite-Canacao area. -Medical officers.* nurses, and corpsmen administered first aid, 
controlling uemorrhugea, $x&m%x&pg all tourniquets applied at the Yard, gave anti- 
tetanus vaccine to ali and emergency shoe* treatment with heat, stimulants and 
Borphine. The large number of baidagee and applied tourniquets indicated an active 
fcnd coTTOE rtmit. a t* M. ». m of th e f i r jut aid parses in -tha yard under the Senior I.'edical 
officer, Lt.Couir. H. A- Ericsson, IAC> USl:R t Emergency surgical cases were hastily 
went to the operating and dressing rooms, where tnree operating teams v/ere ready 
and performed over 100 ixjor operations during the afternoon and evening. As 
[expected, tne electric current failed and the 2.50 K.V. generator installed in the 
power house began lighting the operating rooms and passages thereto. The elevators 
[being without electric current, all patients had to be borne to the third floor 
[surgery via stretcher bearers, viiich was a burdensome task. One Navy man was dead 
on arrival and there were 35 deaths throughout the afternoon, 29 tieing Levy personnel, 
the rest Filipino yardworknen and one native child of 3 years. The casualties 
received included all degrees of injuries, About 15$ were practically moribund, 
having received multiple and extreme injuries. The remainder ranged from wounds of 
the head, chest and abdomen to traumatic amputations. It is estimated there were 
about an equal number between the Davy and Civilian personnel, probably i slight 
majority of the latter. tinny of the less injured among the civilians were discharged 
home in care of their families after bein^v carefully examined end fii*st rid dressings 
applied. The native dead were transferred to a San Roque undertaker as directed by 
the local health officer, Dr* Sanchez. He also received about 40 Filipino patients 
who were carec for in a school house hastily prepared as a dispensary v:ith llavy 
cot 3 from our supply. At 1800, water transportation arrived from L'.anila, secured 
and dispatched by the Fleet Surgeon, Captain K.E. Lowman, l\G, USK* and all remaining 
patients and IJavy dead were transferred to the Sternberg /rmy HospiUl, the Philip- 
pine jeneral Hospital and the Army Morgue, in Manila., Ihree round trips were 
accomplished during the night under the supervision of Lt. Comdr. H # C. Drokenshire, 
tiC, USKR. file next day, 11 December, Lt. Y'.M. SiT^iph^nt, LC, USli, identified all 
Ntvy dead, and supervised their burial at Ft. i.-cKiuley, each body having a bottle 
wired to an ankle container g identification, £t 0200, 11 December, foil; v.ing tlie 
"all clear" signal I conferred with fcffia Commandant at the Caridad School It rd where 
tlie yard personnel were grouped for i night- At 0600 the Commandant l\ proved the 
removal of ali. activities fron Canac^ as the burning .Ammunition Depot m s expected 
to blow up hourly and the bombing of the radio towers was imminent. After reporting 
to, the Commanding Officer c?t the air station of our immediate evacuation, I 
proceeded direct t3 Sternberg and conferred with Colonel Carrol, lit;, U.S* Army, the 
director of /rmy Medical Activities, '* :/,cnila, I objected to the use of Estcdo 
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Mayor as a hospital as it was an old building of wood construction, anc^a fire 140. 
trap, adjacent to the Quezon bridge, a probable objective of early bombing and 
all patients already there should be removed as soon as possible, The Holy Ghost 
College was available, but lacking in space and near Ilalacanan Palace, another 
probable military objective* Itie Philippine Union College, distance 8 miles in 
the suburb at Balintawak, was suggested. I found it located in spacious and wooded 
grounds. A ten minute survey revealed suitable ward spaces in the school rooms, 
adequate storage, mess hall spaces, potable water, and plumbing suitable for 
expansion, also small buildings for staff living quarters. The President, ur. 
L« Stump, offered the College and I accepted it at once and sent orders to 
Canacao to direct all loading ambulances and trucks thereto. In the afternoon I 
returned to the Cavite Area and reported all plans to the Comucindaht and after 
obtaining a few personal effects, returned to Balintawak after dark, requiring 
3s hours, a distance of 30 miles through hundreds of air raid blackojt wardens, 
ring the afternoon of 11 December I directed the establishment of a field first 
id Hospital unit at the beach end of Canacao boulevard for the purpose of 
endering emergency treatment and evacuation of casualties apt to occur in later 
ir rnidg-jLn .the-Canacaor-Sangley point area. l Lt. J.D* Boone, I.1C, USD, was placed 
n charge, assisted by Lt. B.Y.'. Cohen, UC, Usii, Lt.(jg) G*T. Ferguson, r/.C, USK, 
t-Cjg) G.K. Lambert,, uC, US1), Lt.(jg) Y,,H. Liorgrn, DC, USK, and 20 corpsmen. 
t was planned to use the hospital operating rooms for any emergency surgery but 
n the event of their destruction an improvised operating room was set up in the 
jield unit. Ihe Commandant 1 s staff and several hundred servicement later made 
their headquarters in the hospital buildings and grounds, set up an anti-oir 
defense, arc upon my request painted out the red crosses on the roofs. The plan 
of using the operating suite in the hospital was abandoned as it was in a vulner- 
able target area and its use following an "all clear" would involve a costly 
delay in the evacuation of patients. This proved a wise decision, when the area 
wrs bombed on 19 December. T-hile the physical plant of the Canacao Navel Hospital 
was abandoned for hospital purposes on 11 December 1941, the personnel (with such 
supplies and equipment as could be moved, as noted in the next following paragraph) 
continued to function as a naval hospital unit in the new location. \ 

DEC FIBER 11-26, 1941 - ttiis period was spent in moving hospital equipment and 
medical stores to the Philippine U n ion College in Balintav/ak, a distance of 30 
miles* All school rooms at the Philippine Union College were screened, cots 
installed, red crosses painted on roofs, an artesian well dug, 385 feet in depth, 
and latrines and showers installed. Trucks were manned by corpsmen with conval- 
escent pt tients acting as guards, directed by pharm. J. Turnipseed, USI;, and our 
chief mechanic, Chief Electricians Mate, D. Britney, USFR* All work was frequently 
interrupted by air alarms and' stalled trucks on the roads were quickly repaired ' y 
~ritney. I contacted Admiral Rockwall almost daily, the 60 ^dle round trip being 
halted during 6 air raid i ttacks on different days. No protection except roadside 
ditches and a Fo^d passenger car. The attack on Paranaque District was a close 
call and one of our trucks was struck by shrapnel, but personnel, in a ditch, 
escaped injury. The Crnacao-Srngley point area was bombed on 19 December 1941 
and before proceeding from Balintawak, I dispatched a first aid rnit in a field 
ambulance with Lt.- J.R. George, L1C, USI;, Lt. I.N. LaVictoire, L1C, USKj and Lt.(jg) 
E.F. Hitter, mC, USN, with 12 corpsmen to aid Boone's organization. Pharm. Clarence 
learer, USII, accompanied me in a Ford car. The Medical Department procedure 
arried out during the air raid was as follows: 
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After the first wave of bombers had passed, the ambulances and trucks v/ere 
dispatched and the casualties brought to the field unit station where emergency 
treatment was administered, immediate aid having been rendered by the Pharmacist's 
Hates at the scene of the casualties* Lledicfil personnel were kept distributed 
daily as in the organization plans, viz., one phr/i with each of the batteries, two 
with the air squadron, one with the Llarine detachment and one Medical Officer and 
two ?h:,S's at the receiving ship in the hospital grounds. Seven stretcher bearers 
were stationed at the field unit station, five with the air squadron, and five at 
the receiving ship. The 17 stretcher bearers were native musicians. The field 
unit transferred all patients to the Canacab pier; placed aboard the nary Ann and 
evacuated to Manila. The dead v/ere removed to the Army I.iorgue in a covered motor 
launch and handled as those from the Cavite bombing on 10 December. The casualties 
totalled 17 injured and 14 dead, TJiere were no casualties enong those reaching 
shelters. The shelters most commonly used were small trenches 3 feet deep. After * 
the evacuation of the Canacao-Snngley point area, the field unit was closed and 
personnel with equipment moved to the Philippine Union College. Too much cannot 
be said in praise of all the hospital personnel in their tireless efforts moving 
heavy equipment, food, , and medical stores from C&nacao to Balintawak, during this 
time, and the previous moving of the hospital. Government and borrowed trucks were 
manned 16 hours per day on scheduled trips from 11 December to 19 December. The 
narrow roads crowded with refugees and their effects escaping from the Cavite Area 
made the transit of trucks difficult and hazardous, but all essential nursing 
equipment and AO tons of medical stores were transferred successfully. As our 
hospital in the Philippine union College in Balintawak was made ready, all patients 
able to be moved were transferred from Llanila hospitals, totalling L47. As soon 
as patients recovered they were trt ferred in a duty status to the temporary 
receiving ship located at the enlis .d men's club in Manila. After the bombing 
of the Canacao-Sangley point area, admiral Rockwell expressed to me his high regard 
of the fine work performed by the field unit from the Canacao NavEl Hospital. Upon 
returning to Sangley point at 0700 on 20 December, I found Admiral Rockwell and 
staff had gone to Corregidor during the night leaving Captain Dessez, USN, in 
command. That night, Captain Dessez and the remaining Navy Personnel were evacuated 
to Llariveles and Dr. Lambert arrived at the Philippine Union College at 0200 driving 
the Commandants official Packard car which I later turned over to Mr. L.J. Fran- 
cisco for storage in Llanila after removing all official markings. 

ftie F \plic Health Buildings at uariveles v/ere set up as an advance dispensary 
for the Section Base. 

Of the 80 tons of Lledical Stores in the Navy Bodega, Llanila, 15 tons were 
redistributed to a small store house on Nebraska street. This act was extremely 
hazardous during the last 10 days in December amid the daily bombing of the Fort 
Area. The stores were taken by the Japanese Aray soon after their entry into 
Lfc.nila early in Jrnuary 1942. Twenty tons were given to the American Red Cross 
and the reminder lost when it became necessary to destroy the Navy Bodega, prior 
to the tot^l .closing out of the Medical Supply Depot, pharm. Shearer remained on 
duty issuing, night and diy, to ships rushing in emergency requisitions. The 
hospital supplies in the Canacao store room v/ere previously stored in I places 
about the grounds and were later sent to Sternberg and Philippine ^nion College 
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tal about 15 tons) and in a fev/ days the remaining portion at Sternberg was 
ed to the Philippine Union College, The 600 mattresses and cots plus bed linen 
likewise distributed. The 48 caskets* stored in a hospital garage, were 
mpletely destroyed by a direct incendiary bomb hit on 19 December. Ike bombing 

the radio towers on that day resulted in some 20 bomb hits in the hospital 
ounds, damaging the Nurses quarters, burning one Officer^ quarters and Civilian 
nese quarters and partial destruction of the Commanding Officer's quarters. The 
n hospital building escaped damcge. It was left empty, with the exception of 
s. All nurses 02) v/ere with the patients in Manila and standing by Ilrvy ' 
rating teams in conjunction v/ith the Anfty. Lliss Cobb, Chief Ilurse, worked long 
urs at the Philippine Union College arranging wards and surgical supplies. The 
dning nurses were assembled at the Philippine Union College as quarters were 
Kcle ready and patients were transferred from Manila. As additional medical 
personnel was requested by Admiral Hart, I transferred on 23 December, our Chief 
prgeon, Comdr. T.H. Hayes, MC, USD, Lt-(jg) E # H„ Fitter, Lie, USil, <- j nd Lt.(jg) 
Ferguson, L1C, USK, with 10 corpsmen, ambulances and field supplies to the 
■Brines at Uariveles. On December 25th, i^s. Boone, Lbrgan, and 12 corpsmen v/ere 
lent by truck to join Dr. xlayes at f.iariveles. 

Just before noon on the 25th, the Communication Officer, LlcCoy, sent me a 
ferective from Admiral Rockwell, to retain the Hospital in the Lianila Area. I 
las informed that the Fleet Surgeon and other members of the Commander in Chief f s 
ptaff had gone to the Llariveles Area. Recent events, such as the nearing approach 
V the Japanese, the surveying of the Philippine Union College area by the Army 
jas a probable future battle ground, its location, 3 kilometers beyond Ltenila 
limits, 'he growing activity of a nearby Sakdalistic subversive Clan, the declaring 
Df Manila as an open city, all made it evident tiie hospital must be moved into the 
pity proper. Captain Roberts, ^C, USK, accompanied me into Manila on Christmas 
pay and we fouud throT^i Colonel Carrol that the Holy Ghost College had been evac- 
uated by the Army and was available. Arrangements were made for the Navy hospital 
to move the next day and at day break the heavy moving work began. Again I comment 
on the industry and cheerful cooperation of all personnel. That night the Army 
'evacuated Manila making Santa Scholastic College available. It being larger and 
pore suitable for a hospital, I diverted all trucks arriving at Holy Ghost College 
and we moved into Santa Scholastiea ! s College, 1532 Pennsylvania Ave., is the Army 
patiants moved outj and carried on there until 13 Hay 1942, as a Ravy Laical 
Center. 

On December 26th, Captain K.E. Lowman, ilC, USK, reported to the Philippine 
Union College via truck from iferiveles with Doctors Boone, Kline, Morgan, and 
8 corpsmen, having been directed to the Philippine Union College by Commander 
ftfcrrington, Commanding Officer of the Section Base, and Captain Pry, Chief of 
Staff, as their services were not needed. Captain Logman r.lso had been directed 
to send additional tetanus toxoid and anti-tetanus vaccine to the Section Btse, 
and these were dispatched with additional drugs by special messenger the next 
day. I at once assigned Captain Logman to the Stcff as Chief Surgeon. 

Hie Japanese Forces entered Llanila during the night of 1 January t nd we 

v/ere interned on 2 January. Llany Japanese Ivuy investigating committees fteQi n to 
arrive. Uiey couldn f t understand why one American group remained in l.laniL'. i f ter 
all had evacuated to Bataan and Corregidor. I was suspected as a spy left behind 
and the bandaged patients as combatant troops with their rifles concealed aljout 
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flieir beds. .After several days of heckling investigating committees and many 
pdiausting searches for arms and personnel not on hospital duty, they allowed 
p to carry on with ny organization. All available quinine was taken and between 
jhe 7th and 12th all private and official vehicles including ambulances, and 
lersonal radios also were taken. On 14 January, the Japanese Navy Medical 
rtment assumed the supervision of patients and all United States property, 
e the staff remained under the Japanese Arniy. Complications mounted. Days 
ssed without visiting Japanese officers, and we were at the meccy of frequently 
aging guards. There were periods of slapping, food confiscated and continuous 

ral heckling. Hie Nurses were bothered and attacks upon them averted in a 
r incident v/ith the prompt assistance secured from the Japanese Consulate. 
16 January all phones were cut and barbed wire cut off four-fifths of our exer- 
cising grounds. The over-worked, improvised laundry was out of bounds and washing 
tot allowed to be sent into the city. The American Red Cross was frozen, their 
supplies sealed and personnel interned. All of our outside contacts were cut off 
md no replies made to my urgent letters requesting help from tiie controlling 
Japanese officers. 

Hi ere was no Corregidor communication available before the Japanese took over 
and I lost all contact with Admiral Rockwell after he went to corregidor on 19 
Jecember 1941. Ko fruit or vegetables were allowed through the gate to supplant 
our dry and canned foods until 22 February 1942, when the restrictions were partially 
removed and I used some ship store funds in the purchase of fruit and vegetables 
from Philippine peddlers, for the patients and staff. Our dry stores had been 
jrocured by diverting part of our trucks from the work of the transfer of the 
iospital from the Philippine Union College. During the last three days of December 
L941, before the Japanese arrived, a sizable quantity of dry stores were obtained 
!!rom the abandoned Army Quartermasters Store Houses and the Army Cold Storage 
Plant, by looting shoulder to shoulder with the Filipinos in the Port Area, which 
pas visited daily by Japanese bombers. During our ^months of internment at Santa 
5cholastica»s College the hospital was entirely self-supporting on 2 meals per day. 
&s the patients were taken away, government property was gradually confiscated by 
the Japanese Navy and was reported stored at their Navy Hospital in the Manila 
Sanitarium. 



All patients recovered except one Cavite casualty, viz., KOEKIG, Kenneth 0., 
IlLllc, USN, wounds, multiple, extreme. Comdr. Sumner Cheever, U5N, died from an 
accidental fall on 1 January 1942, and after internment all patients recovered, 
tubercular cases, advanced stages, that could not be transferred from Canacao to 
the United States upon the beginning of hostilities, were transferred by the 
Japanese to an undisclosed place upon the transfer of the Medical Center. As 
Katients recovered, they were transferred in groups with doctors and corpsmen by 
the Japanese, as prisoners of war to an elementary school in pasay. The remaining 
food, supplies, and personnel were evacuated from Santa Scholastica's College 
bn 13 May 1942 . The number of patients transferred from Philippine Union College 
to Scholastica on 26th December was 153 and after the remaining patients had been 
Collected from Manila Hospitals our hospital census became 229* ttest of the Nrvy 
patients were in a serious condition following the Cavite and Sangley point bombing. 
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I On 26 December we received 76 Amor patients from Sternberg when the bombing 
■of Quezon Bridge appeared imminent. On 31 December these were transferred to 
I point Darwin, Australia via a Red Cross Ship in charge of Colonel Carrol, uC, 
jlU.S* Army. 

1 Vftien the Naval I.iedical Center at tie Santa 8chola3tica College was closed out 

I oi 13 Llay 1942, all our personnel records, in file cabinets, remaining furniture, 
I beds, foods and postal f unds v/ere confiscated. \!e were permitted to take so:.ie 
medicines and vaccines to the Japanese prison camp at pasay and promises made to 
give us more as needed in the near future, but repeated future appeals met no 
I J response. At Pasay those who remained of the Canacao liaval hospital Staff functioned 
as a Medical Department for the camp. On 30 Llay 1942 we were ail transferred to 
Bilibid and assigned the establishment of a camp hospital. Comdr. L.3. Sartin, 
UC* US1:, was placed in charge as Captains Roberts, Lowman and myself , being of 
Colonels rank, were transferred to Tarlac on 3 June 1942, where Army Generals rnd 
| Colonels were being assembled, and to Karenko, Tia- an on U August 1942. The 
|~ Geneva-lVe^4y-regarding Medical personnel not being made prisoners of TJ&r, was 

totally disregarded and each one was given a number and treated as a Prisoner of T7ar 
I throughout the duration of hostilities. 

The regular pre-war Canacao staff was changed rapidly after 8 December 1941. 
with the absorption of the Cavite Yard and Manila dispensaries and the urgent 
calls for the setting up of scattering medical units, some of which later returned 
to the hospital group. All performed their rapidly ^changing duties as the circum- 
stances required, in a highly satisfactory manner. Several outstanding acts are 
being reported separately but throughout the period here reported, perfect teamwork 
was esdiibited down to the lowest rating. The conditions made time the essence end 
the accomplishment of moving the hospital twice, to two different locations, with 
' its equipment, supplies and seriously wounded patients was a herculean task 
performed without serious incident. 

From the beginning of the Japanese attack throu^out the entire period until 
the Japanese entered IAanila, 1 January 1942, the staff of the hospital, and the 
other Lledical Department units which became associated with the staff, worked 
under the greatest disadvantages, and subject to recurring bombardment by 
Japanese aircraft. Yet the mission of the hospital was carried on despite diffi- 
culty and hazard in a most gcll t and commendable manner. And again, after the 
Japanese took possession, the work of .ring for the sick and injured continued, 
despite Japanese disregard of the ini lational conventions granting safety to the 
f disabled and protection and respect to nedical Department personnel. Under attack 
and imprisonment by the enemy and for conduct which was in accord with' the highest 
standards of the Kavy tradition of selfless devotion to duty, I strongly recommend 
that a suitable award be made to all hands as recorded in attached roster. 




R.G. DAVIS 



follow M M nirifo* ^^^^^f^^W ^ S <*°JM^ 
Hospital Corpsmen cor,peee toe stdi 

Captain R.G. DAVIS, UC, U.S. IfcTJT 
CoUnder L.B. SART1L, • .C, U.S. **F 

Lieutenant I.N. f^^^ls. Navy 

Lieutenant Cjg) ^ r ;-i. ' ^ U#S . Navy 

♦ Lieutenant (Jg) £._>• ^±^> «*•», „ 3, ^.yy 

' • * T.leutenant ... 



. - . r T *. ouiata i fr DO, U.S . Navy 

* Lieut. Conor. J* n c w r val Reserve 

* S^Scist C.K. CONDON, U.S. Navy 



Nurse 
Nurse 
Nurse 
ITurse 
Nurse 
Nurse 
Nurse 
Nurse 
Nurse 
Nurse 
Nurse 
Nurse 



Laura u. COBB, U.S. Navy 
Susie J. PITCHEI, U.S. Navy 
Goldia A. O'HAVEK, U.S. Navy 
Hertof XL EVANS, U.S. Itvy 
Uelen C. G0E2 ELANSKI, U.S. Navy 
Ann A. DERNATITUS, U.S. Navy 
nary R. HARRINGTON, U.S. Navy 
Srgaret A- NASH, U.S. Navy 
Eldene E. PAIGE, U.S. Navy 
Lorotoy STILL, U.S* Navy 
Z Ed^ina TODD, U.S. Navy 
V r-iPLlAN, U.S. Navy 



f ANDFiSOK, irv.'in H, 
1 BAER, Robert 

I 3 AIR, Frederi . > J»- 

II 3J0RNSTAD, Royc« B. 
BL00L1INGDALL, Leslie F. 
BRADLEI, Jonn J. 

I B'iRD, Ilersael V. r . 



phU 
HAlc 

II Ale '« . 
HAlc USN 
phU3c USN 
Hi\lc USN 



* ARNOLD, George LI. 
BELL, Barnard R. 

* liJURLIKGi Elden \ . 

* BOY-UN, Selden C. 
BRANNOU, inonas F., Jr. 

* CARAViAN, Benaga G. 
CASSADY, Frank L. 



Phl-'i3c USN 
Phl.Oc USN 
phllic USN 
?hl.l3c USN 
FhU2c USN 
?hM3c USN 
HAlc USN 
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CAREY, Jerry D« PhLl3c USN 
CATflEIN, Richard 0, — m» Phll3c USN 

CLOUGB, Janes B. Phl.l3c USK 

COLLINS, Fred E. CPhl.l DSI: 

COOK, Collins, 7,'« Phll3c USN 

CRQIVELL, George T:. PhlUc USN 

DeGROAT, Dudley E. PhLl3c USN 

DICK, Robert J. Ph>l3c USN 

DOBDS, Louis J. Phl.l5c USN 

DUNK, T/illian D. PhLl3c USK 

ECKSTEIN, Leon V.. PhI.12c USD 

FAST, Chester K. HAlc USN 

Francis, Lloyd J, Phl.l3c USN 

GARDELLA, Francis A. Phl.l3c USN 

CLICK, David Ap M. PhLtfc USN 

GOODT.Iij, Vdllian R. HAlc USN 

* GOOES, Abel 0. CPhU USN 

* HALVERS3N, Lloyd H. Jr., Phu3c USK 
HARRIS, Charles II. PhLi3c USN 

* HARTZ, fillitaa A. PhLtfc USN 
£ uriloy A . — : — PhLl2e USN 

HOOD, V.'intou 0. Phr.!2c USN 

HUNT, Jack E. PhLtfc USN 
JANNEY, General /,. Jr. PhLtfc USN 

JONES, Howard LI. FhM2c USN 

JUNKER, Dana S. Phl,l2c Usii 

KEHTNER, 'Robert Ti. PhL&c USN 

* KLUI.1KER, George G. Phi.l2c USN 
L3CKLEAR, Thomas E. HAlc USN 

* LIATHESJN, Ray L. PhLtfc USN 

* LlcCLATCHEY, Virgil E« PhLtfc USII 

* LlcLENDON, Darwin J. PhLtfc USN 
I.1YERS, E?tel B. rtaLtfc USN 
PATTON, r^ljti E. Wc USN 

* PERCIFUL, Victor F. PhLllc USN 

* PIIILSOK, Clark A. HAlc USN 

* POV.'ELL, Odeen D- iW.tfc USII 
RAP?, Floyd C. HAlc USN 

* RICE, Jack (n) PhLtfc U?*" 
ROGERS, Eugene F. HAlc U31. 

* SANFORD, T e be D. PhLtfc USII 

* SHILLIKGTOK, Thomas U. PhLtfc USN 
STEELE, V/alter E. CPhM USti 
TAPPY, Lester R. PhLtfc USN 

* TIIOLIPSON, f. "alter I. Phl.l2c USN 
VERNON, John F. PhUlc USK 
ViAUh, Thomas J. itiTUc USN 
WALLACE, Arthur (n) Jr. PhLUc USK 

* MARSHALL, Tilliain L- PhLtfc USN 

* V.ELLS, Arthur (n) Jr. Phaic USN 
STAL1P, Loren E. PhLl2c USN 



* 

* 
* 
* 
* 
* 

* 



* CliRISTEliSIH, Ernest L. 
COBURN, Deas. P . 

* COL'PTON, Luther C. 
CIlf.V.FORD, Robert C. 

* DAVIS, David T,. 

* DEL1UTH, Paul V. 
DITCH, YTilliam I. 
DODSON, Merrill E. 
DURHALl, Irvin TV 
EDV.A.RDS, George- YJ. 
FLEL'iIKG, Kenneth E. 
FULLER, Eddy 
GASPA, Leonard J. 
GODV/IK, Luther H. 
GOING, Roland E. 
GUTHRIE, George T. 
HAL1VEG, Stanley U. 
HARTvTELL, Clarence V. 

* HE.'PELUAN, Wayne V. 
HILDE3RAKD, Bernard V. 

* HOYLE, Jack LI. 
ISTOCK, John t. 

* JAY, John ?. 

* JOYNER, H e nry C 

* KELLY, Shirley, H. 

* KIRBY, Henry "L" 

* KOHILER, Ralph C. 
LUTHER, John H. 

* MAYBERRY, Richard H. 

* KRULHOLZ, Y'illian A. 

* Mc6 RtfY; r eenah R. 

* nUKTO, William L. 

* NOYES, Elton L. 

* PEACHEY, Gerald R. 
PERCENTER, Donald 0. 
PLILER, Luther fl. 
PROFFITT, Leonard 1.1. 
RIHK, Janes J. 
RIKER, Dorman N> 
SANDERS, Fred R. 
SCHT.EICH, Jerome J. 
SCHIPI.IAN, Ytesley E. 
STRABLEY, Bernard T. 
TAPSCOTT, Dow Id E. 
TURNER, Kenneth E. 
VISE, William G. 
WiiDLEY, Euwaru 0. 
VTARE, Ralph G. 
T;ENDR0FF, Robert 
MORGAN, Jack P. 
STEVENS, J.J. 
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Phi.tfc USN 
Ph!.'i2c USN 
PhM2c USK 
Phl.l3c USN 
Phl.l3c USN 
Phf.'i2c USN 
HAlc USII 
HAlc USK 
HAlc USK 
PhL12c USK 
PhUlc USII 
PhLtfc USN 
PhU2c USK 
PhLtfc USK 
PhLl2c USN 
PhLtfc USN 
Phi.tfc USK 
PhLtfc USN 
HAlc USII 
PhLi2c USN 
Phl.i3c USN 
Phl.l2c USN 
PhLtfc USN 
HAlc USN 
Phi^c USN 
PhI12c UBN 
PhLl2c USN 
PhL»2c USN 
PhL&c USK 
PhLl3c USN 
Phl.l3c USN 
1*11.120 USK 
PhLllc USK 
PhLl3c USE 
Phl.'i3c USK 
CRM's USK 
PhLtfc USK 
PhI.12.c USK 
Ph I.12c USK 
Phl.l2c USK 
HAlc USK 
HAlc USB 
PKH2c USK 
PhLl2c USN 
Phll2c USK 
HAlc USK 
PhLtfc Uol'i 
PhLl3c USK 
HAlc USK 
PhMlc USN 
PhMlc USK 
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To: The Secretary of the Havy 

Subj: The U. S. 2teval Hospital, Canacao, P. t § - its termination and staff 
activities duiint the period 8 December 19.-41 to 13 ..lay 1942. 

Refs: (a) Report of Capt. Robert G. Davis (mC), U6U, the last MOIC 
of the NavHosp, Canacao, 16 Nov 1945 • 
(b) General Instructions and Policies Illative to Decorations 
and Medals, ltr. 44-1921, i4avDeptbul. f Jul. -Dec. 1944- 

1. Reference (a) it forwarded for information and record as a part of the war 
history of the Wavy, and with recommendation for such action as may be found 
appropriate in connection with the final sentence of the report, 

2. As disexosed by this report, the Maval Hospital, Canacao, ceased to exist 
-as a physical entity on 11 December 1941* v>hen abandoned for hospital purposes 

(the hospital area was bombed 19 December 1941) and patients, staff and all 
movable equipment v. ere transferred to the Philippine Union College. Captain 
Davis was, therefore, the last .^edicai. Officer in Command of this hospital at 
Canacao. From 19 December 1941 on throughout the months that the staff of 
the Navilosp was held together and continued to function as a naval hospital 
unit for the care of the sick and injured, the chain of naval command was 
broken, Captain Davis being the Senior Officer Present. It is for this reason 
that his attached report is bein^ forwarded through Bulled. It is also for this 
reason that Burned submits the following recommendation: 

(a) It is recommended that the U. S. Naval Hospital, Canacao, Philippine 
Islands, be awarded the Presidential Unit Citation for outstanding heroism under 
enemy attack, for unswerving loyalty and devotion to duty by day and \yy night 
in service to combat end other casualties resulting fro..* enemy attack during 
the period 10 December 1941 to 1 January 1942* and for the' continuation of this 
service while under Japanese control from 2 J a nuary 1942 to 13 iiay 1942. During 
this time, as reported by Captain Davis, although ail medical and nursing work 
was carried on under the most adverse circumstances and subject to conditions 
which normally woulu be regarded as precluding successful medical practice, 
"all patients recovered, except one Cavite casualty." To quote further from 
the report: 

"From 'the beginning of th*. J* panese attack throughout the entire 
period until the Japanese entered manila, 1 January 1942, the 
staff of the xlospitaj., anc the other ..iedicai Department units 
wnich became associated with the staff, worked under the 
greatest disai^ntages, r id subject to recurring bombardment 
by Japanese aircraft. the mission of the hospital was 

carried on despite difficulty and hazard in a most gallant 
and commendable manner. iOid again after the Japanese took 
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The % 5. Naval Hospital, Canacao, P. I., - its termination and staff 

activities ...uiln fc the period 3 December 1941 to 13 iAay 1942. 



possession, the work of caring for trie sick ana injured con- 
tinued, despite Japanese disregard of tne international 
conventions" granting safety to the. disabled and protection 
and respect to medical Department personnel." 

(b) The following proposed citation is submitted: 

During the period 10 December 1941, when the Japanese first 
attacked and bombed the Cavite-Canacao area, throughout the con- 
tinuation of the attack ending ih tne oanila area occupation by 
the enemy 1 January 1942, ami for the time under Japanese custody 
and control as prisoners of war from 2 January 1942 to 13 way 1942, 
tne staff personnel of tne U. S. iiaval Hospital, Canacao, Pmlipyine 
IsUncs, altaougn compelled to evacuate all naval hospital builaings 
as of H December 1941, carried on as a naval hospital unit in two 
different localities and continuously and successfully administered 
to casualties from among all United States nav-l forces. For 
gallantry and outstanding heroism under attack by the enemy, for 
unswerving loyalty and devotion to duty, for dangers ventured 
and sleepless labors endured, for achievements in the successful 
care of the disabled under the most advers circumstances and 
conditions, the medicaj. officers, dental officers, pharmacists, 
nurses and hosoitai corpsmen of the U. S. riavai Hospital, Canacao, 
Philippine Islands, are hereby commended and awarded the Presidentia 
Unit Citation. 




ROSS T. idcIWTIftb 

Vice Admirai (.X), USN 

Chief of Bureau 
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UAVY DEPARTMENT, WASHINGTON, D.C. 



Address 

SECNAV 



reply to 
^B4-CEH 

11 February If 46 



From: 

To J 



Navy Department Board of Decorations and Medals* 
The Chief of the Bureau of Medicine and Sorcery. 



Sub.)* 



Uoo.Naval Hospital, Canacao, P. I.- recommendation for appropriate awards. 



fiefs 



(a) Report of Captain Robert G. D a vis, MC, UcS,Navy, the last Medical 
Officer In Command of the Naval Hospital, Canacao, P.I«, dated 16 
November 1945, forwarded by the Bureau of Medicine and \rgery First 
Endorsement NH19/A1-1 dated 30 Jovember 1945. 



1. The subject recommend -tionK was considered by the Navy Department Board of 
Decorations and Medals. The Board noted that although the Unit had not been cited, 
all the personnel attached to the U.S.Naval Hospital, Canacao, P.I., «« included 
in the award of the Ui.S,Army Distinguished Unit Badge. In view of the fact that 

no two awards nay be made for the same services, the Board recommended that the 
proposed award of the Presidential Unit Citation to the U.S.Naval Hospital, 
Canacao, be disapproved. 

2. On 12 January 1946 the Secretary of the N a vy approved the above recommendation 
of the Board. 

By direction of the Board. 



H. G> PATRICK, Capt. t USN (Ret), 
Navy Dept. Bd. of Dec. & Medals 




